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INTRODUCTION 


HIS book has been published in response to many requests for a collection of plans of attractive, moderate cost 

homes, from persons who contemplate building, but who desire to study the different styles of architecture and 

arrangement of rooms, so they may select the type of house. best suited to their requirements before deciding 
upon the details of their own home, which should be tasteful and inviting on its exterior, and must, above all things, 
be convenient and homelike inside, as the properly designed dwelling stands for comfort, easy housekeeping, and cosy 
homemaking. 

However modest the contemplated dwelling may be, the fee of an architect is a saving, as an able architect is 
not only an artist, but a practical man of business and versed in all matters connected with the allied building trades, 
and capable of protecting his clients from many complications which may arise during building operations. 

No person should build without a complete set of plans and specifications. If you employ a carpenter to do the 
work without complete plans and specifications, he may waste many times the cost of the plans figuring out how to do 
the work, and he cannot work from a sketch, as it is the details of construction that make a harmonious and pleasing 
exterior, and which can only be provided for in a complete set of plans and specifications. 

Items of cellar, plumbing, and heating vary according to locality and methods of doing the work. Our estimates 
are approximate, as prices of material and labor vary in each locality and are constantly changing, and the best way 
is to select a satisfactory plan and get bids from local contractors. 

Orders for stock plans can be filled promptly upon receipt of price quoted. 

Any plan published in this book can be changed to suit the individual requirements. All changes will have to 
be hand traced, for which an additional charge will be made. All plans are sent by express, unless otherwise ordered. 
If plans are to be sent by registered mail, add fifty cents for each plan ordered. All plans should be ordered by the 
number given in the book, to avoid any misunderstanding. 

A complete set of plans consists of Blueprint Plans of cellar and foundation, plans of each floor, all elevations, 
and framing plans of each floor and each elevation, all drawn to a scale of four feet to one inch. Outside dimensions 
given do not include porches or bay windows unless so stated. 

Specifications are as complete as can be made, great care being taken to specify each item separately, method of 
finishing, foundations, carpenter’s work, lumber and finishing material, plumbing, heating, etc. If ordered at the same 
time as the original, extra copies of plans will be furnished for three dollars per set. 

Original tracings are made on very thin transparent material and are always retained for reference. 

If you do not find a design illustrated to meet your requirements, I will be pleased to quote you a very low 
price for plans made to order. When inquiring about plans, state the town, the street on which the building is to be 
located, the surroundings and grade of the land as nearly as possible, if the place is thickly settled, or if it is in the 
country; state if the land is of level or uneven surface, and any other information possible, so a design may be made to 
blend with the surroundings. 

I have one of the best-equipped studios in New England for the rapid execution of all special work, and all orders 
will receive prompt and careful personal attention, and prices as reasonable as consistent with services rendered. Make 
all remittances by certified check, express or post-office money order, payable to the order of Frederick H. Gowing. 
All designs in this book are protected by United States copyright laws. 


No. 1535. 
with a colonial style front porch, stucco walls, and Spanish Tile 
A rubble stone chimney, and a pretty sun room on the 
side, opening from the living room, give the entire dwelling a most attractive outline. 
are unusually well lighted, and there is ample space in the third story for three chambers if de- 


This has proven to be a very popular design, 


sired. The foundation walls are built of selected rubble stone. 
high, with a concrete floor. 


One set of Plans and Specifications, 
Two sets of Plans and Specifications, 
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All rooms 


The cellar is 7 feet 6 inches 


First story is framed 8 feet 6 inches high, second story is 8 feet. 
The outside dimensions, exclusive of porches and verandas, are 38 feet front and 26 feet deep. 


FREDERICK H. GOWING, 


Architect, Boston, Mass. 
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No. 1498. This is an unusually attractive design for a colonial 
dwelling, with all large pleasant rooms, sewing room, and bathroom, FIRST a praarte ho aes 
with extra chamber and bath on the third floor. Dining room and 
living room are finished with beam ceilings, buffet pantry between 
dining room and kitchen, and a service pantry at the rear of the 
kitchen; the piazza at the side can be finished for a sun room, if desired; the wide front piazza with 
the large colonial columns, and tile roof, make a well-designed home, suitable for any location. 
Outside dimensions are 38 feet front, 26 feet deep; cellar is finished 7 feet 6 inches deep under the 
entire house; first and second stories are framed 8 feet 6 inches, third story 8 feet. 


One set of Plans and Specifications, $25.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 30.00 Architect, Boston, Mass. 
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No. 1536. This is a very attractive design with the first story finished with a four-inch brick veneer over 
a wood frame. The second story is finished with cement stucco. The colonial porch is finished with a brick 
floor. The broad central hall, and living room with wide brick fireplace, and the pretty sun room connected to 
the living room with French doors, with all casement windows, are very attractive features of this design. 
There is a large pantry and cozy little breakfast room with windows on two sides. The large outside sleeping 
porch opens from two side chambers. There are two separate bathrooms, and a third can be finished on the 
third floor if desired. There is also an additional toilet, with a wash bowl, opening from the first floor hall; this 
is a very convenient feature. The stairs to the basement are placed under the front stairs to economize space. 
The cellar is finished 7 feet 6 inches deep. The first story is framed 8 feet 6 inches; the second story is 8 feet. 
The outside dimensions, including sun room porches, are 54 feet front and 24 feet deep. This is well adapted to 
a broad shallow lot. 


One set of Plans and Specifications, $25.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 30.00 Architect, Boston, Mass. 
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No. 1440. This is an unusually attractive colonial house, with large sun room opening direct 
from the living room, and finished with swinging casement windows, and a large balcony above 
with doors opening from two chambers, over which an awning can be placed in summer, making 
an excellent outside sleeping balcony. The living room is finished with broad brick fireplace, 
and two bookcases at the rear, with double box seat between. There is a cozy den at the rear 
of the front hall, and a very neat design of colonial staircase to the second story. There is also 
a back stairway leading from the kitchen to the corner chamber above. The pantry is fitted 
with shelves, barrel closet, and a case of drawers. The exterior walls are finished with cement 
stucco on heavy expanded metal lath, but wide colonial siding can be used in place of stucco 
if desired. The cellar is finished 7 feet 6 inches deep, with a concrete floor. The first story is 
framed 8 feet 6 inches, the second story 8 feet. The outside dimensions are 40 feet front and 
28 feet deep. 


One set of Plans and Specifications, $20.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 25.00 Architect, Boston, Mass. 
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No. 1608. This pretty colonial dwelling has an unusu- 
ally attractive exterior; the walls are covered with wide 
colonial siding and painted white. The broad outside ve- CHAMBER 
randa can be enclosed with glass, if desired, making a very | any 


attractive sun room. The main entrance hall is finished with 


a colonial stairway leading to the second floor. A broad SD EEOD ss a pige 


living room opens from the hall through a pair of French 

doors, and is finished with a wide brick fireplace and mantel. ‘The ceiling is finished with a 
wood beam placed over the plaster. There is a pair of French doors leading to the veranda at 
the side. The dining room, pantry, and kitchen are conveniently located for easy housekeeping. 
The laundry trays are placed in the kitchen at the side of the sink, but may be placed in a 
separate room in the basement if desired. The entry contains ample space for a large refrigera- 
tor. On the second floor four large chambers are finished in white with mahogany finished 
doors, making a very pretty contrast. All plumbing is best quality of white porcelain enameled, 
with nickel-plated brass pipes. The cellar is finished 7 feet 6 inches deep, with a concrete floor. 
The first story is framed 8 feet 6 inches, the second story 8 feet. The outside dimensions are 
40 feet front and 26 feet deep. 


One set of Plans and Specifications, $18.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 20.00 Architect, Boston, Mass. 


No. 1538. This is a dignified Dutch colonial dwelling, 
with all square rooms on both floors; two large chambers 
and a bathroom can be finished in the third story if desired. 
The large, double brick fireplace and mantel in the living 
room and the sun room make an unusually attractive 
feature. There is an unusual amount of closet space, large 


PIAZZA 
| 3-O+*8-O 


—— = 


ee ee ae 
BOOKCASE i 


ORAWERS CNR GN 
DINING 
ROOM 


12-0" = 14-3" 


FH GOWINC 


7 CHAMBER 


CHAMBER 
1240"% 12-9" 


SECOND FLOOR 


1536 


FH GOWING 


pantry, and entry for refrigerator, and many other convenient features. The plumbing is all of 
the latest design. The floors are all finished hardwood. The exterior walls are covered with wide 


colonial siding. 


6 inches, second story 8 feet. 


$20.00 
25.00° 


One set of Plans and Specifications, 
Two sets of Plans and Specifications, 


Note the artistic front entrance porch with the large cozy seats at either side. 
The cellar is finished 7 feet 6 inches deep, with concrete floor. 


The first story is framed 8 feet 


The outside dimensions are 40 feet front and 26 feet deep. 


FREDERICK H. GOWING, 


Architect, Boston, Mass. 
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No. 1511. Thisisa very pleasing design for a Dutch colonial cottage, with large sun room 
at the side. The brick porch floor with the highbacked seats and the wide projecting corners 
are very attractive features of the design. The exterior walls are covered with wide colonial 
siding painted white; the blinds are finished dark green. The living room is finished with beamed 
ceiling and a large brick fireplace with a pretty bookcase at either side. There are French doors 
between the hall and dining room and living room and between the living room and sun room. 
The laundry trays and the sink are placed in the kitchen for greater convenience and economy. 
The pantry is finished with an unusual amount of shelf space, and a barrel closet and case of 
drawers. On the second floor there are four all square chambers finished in white with ma- 
hogany finished doors. There are finished hardwood floors throughout and all open plumbing. 
The plans show the cellar 7 feet 6 inches deep. The first story is framed 8 feet 6 inches, the 
second story 8 feet. The outside dimensions are 33 feet front and 24 feet deep. 


One set of Plans and Specifications, $15.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 18.00 Architect, Boston, Mass. 
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No. 1195. A colonial cottage with large outside chimney and a broad piazza extending across the entire 
front. The exterior walls are covered with wood shingle. The main entrance is to a central hall. The living 
room is 14 feet by 24 feet, with a beam ceiling and large open fireplace; there is a window seat at the 
rear with a bookcase at each side with drawers, shelves, and glass doors. At the rear of the hall is a cozy den 
with ample space for a couch and desk if desired. The dining room is fitted with china closet with drawers, and 
glass doors above. The rear entry is large enough for a large size refrigerator. The sink and laundry trays are 
located in the kitchen, which is a very convenient arrangement. On the second floor there are four large cham- 
bers and bath, with large amount of closet space. The outside dimensions are 35 feet front and 24 feet deep. 

This house is designed for easy housekeeping and cosy homemaking. 


One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, Architect 
Two sets of Plans and Specifications, 15.00 - Boston, Mass. 
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No. 934. ‘This is a very attractive eight-room cottage. The living 
room opening from the front hall, and extending across the entire end of 
the building, lighted and ventilated from three sides, and the large brick 
fireplace, with the outside chimney, are very attractive features. At the 
rear of the hallis asmall den. The dining room, kitchen, and pantry are 
very conveniently arranged for easy housekeeping. On the second floor 
there are four chambers and bath, with a large amount of closet space 
and a large linen closet and a pretty sewing room in the hall. The first 
floor is framed 8 feet 6 inches and the cellar 7 feet 6 inches. The outside 
dimensions are 35 feet front and 24 feet deep not including the rear 
plazza. 


One set of Plans and Specifications, $12.00 
Two sets of Plans and Specifications, 15.00 


FREDERICK H. GOWING, 
Architect,' Boston, Mass. 
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No. 1125. This cosy little Dutch colonial cottage is popular everywhere. There is a den at the rear of the main entrance hall, an unusually large living room 
with a broad brick fireplace and mantel, with sun parlor opening from the living room with French doors. Laundry trays are located in the basement, and a soap- 
stone sink in the kitchen; and all connected to one line of soil pipe, which makes a great saving in the cost of construction. All standard mouldings are used, to give 
the best possible results for the money invested. The ground floor is 34 feet front and 24 feet deep exclusive of piazzas and porches. The cellar is 7 feet 6 inches deep. 


The first story is framed 8 feet 6 inches and the second story is 8 feet. hi t 
One set of Plans and Specifications, $15.00 FREDERICK H. GOWING, Architec 
Two sets of Plans and Specifications, 18.00 Boston, Mass. 
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No. 1060. This is a very attractive Dutch colonial dwelling. The main entrance hall is fitted in colonial style. The living room is paneled 6 feet high and may 
be painted or stained and varnished as desired. The living room and dining room are finished with beam ceilings, there is a beautiful large brick fireplace and a large 
amount of closet room, the pantry is located between the kitchen and dining room for greater convenience. The rear entrance has ample space for a refrigerator. The 
laundry trays and sink are placed in the kitchen. The laundry can be fitted in the basement, under the kitchen, if desired. In the second story are four large cham- 
bers, bath, and sewing room. The ground floor is 38 feet front and 26 feet deep exclusive of veranda and porches. The cellar is finished 7 feet 6 inches deep. The 
first story is framed 8 feet 6 inches. The second story is framed 8 feet. 


One set of Plans and Specifications, $15.00 7 FREDERICK H. GOWING, Architect 
Two sets of Plans and Specifications, 18.00 Boston, Mass. 
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No. 1118. This pretty Dutch colonial home is one of the latest 
designs for a moderate cost colonial dwelling. There are seven rooms and 
bath and a small den on the first floor. It has all the improvements of the 
more expensive dwellings on a smaller scale, and is suitable for almost any 
location. The main floor is 34 feet front and 24 feet deep. The cellar is 
7 feet 6 inches deep. The first story is framed 8 feet 6 inches and the 
second story 8 feet. All rooms in the second story have square ceilings. 
The exterior walls are finished with colonial siding. The roof is finished 
with best quality red cedar shingle. The interior is finished with N. C. 
pine and the floors are all hardwood and varnished. 


$15.00 
18.00 


One set of Plans and Specifications, 
Two sets of Plans and Specifications, 
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No. 1120. This is a very attractive colonial style dwelling with four 
rooms on each floor and fitted with all modern improvements. There is an 
attractive fireplace located in an alcove in the living room, with a bookcase 
and seat built each side of the fireplace. The laundry trays and sink are 
conveniently located in the kitchen. The side piazza can be fitted for a 
screen porch or sun room if desired. The pergola at the side is finished with 
open rafters. The cellar is finished 7 feet 6 inches deep. The first and 
second stories are framed 8 feet 6 inches. The outside dimensions are 40 
feet front and 26 feet deep. 


$15.00 
18.00 


One set of Plans and Specifications, 
Two sets of Plans and Specifications, 


FREDERICK H. GOWING, Architect 
Boston, Mass. 
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No. 1565. This is a very cozy little home that anyone can afford to own and occupy. It 
has every convenience and improvement of the more expensive dwelling, including a cozy little 
breakfast room in the corner of the kitchen, cellar stairs leading direct from the kitchen to the 
basement, and wide hall with corner stairway leading to the second story. The living room 
extends the full depth of the house, is finished with a broad brick fireplace and mantel, and has 
French doors leading to the hall; also to the sun room at the side. The pantry is finished with 
barrel closet, case of drawers, and shelving. ‘The entry is finished with refrigerator space. On 
the second floor are three good chambers and bath with all modern fittings. The exterior walls 
are finished with white colonial siding. This makes a good plan for the speculative builder, as 
all stock materials have been selected throughout for doors, windows, and all other fittings. 
The plans show the cellar 7 feet 6 inches deep, with a concrete floor. The first story is framed 
8 feet 6 inches deep, the second story 8 feet. The outside dimensions are 32 feet front and 
21 feet deep. 


One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 


No. 1637. Thisis a very pleasing design for a moderate 
cost colonial home, with eight good rooms, pretty sun room, 
and a large sleeping balcony opening from two chambers 
on the second floor. The small room at the rear of the 
hall can be used for a breakfast room or a den, as desired. 
The china closet in the dining room is finished with shelves, 
glass doors, and drawers for table linen. The pantry, 
located between the dining room and the kitchen, is finished 
with shelves, cabinets, barrel closet, and case of drawers. 
The sink and the laundry trays are located in the kitchen 


on the same line of soil pipe as the bathroom plumbing. 
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The living room is finished with 


beams placed over the plaster ceiling, and pretty bookcases are finished at either side of the fire- 
place, with casement windows above. The cellar is finished 7 feet 6 inches deep. First story is 
framed 8 feet 6 inches, second story 8 feet. The outside dimensions are 39 feet front and 26 feet deep. 


One set of Plans and Specifications, $15.00 
Two sets of Plans and Specifications, 20.00 


FREDERICK H. GOWING, 


Architect, Boston, Mass. 
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No. 653. This is a very attractive single residence, 34 feet front and 28 feet deep. The 
walls are laid up with terra cotta hollow tile; the outside is plastered with cement, with pebble 
dash finish. The large living room occupies one side of the house, and with the large open fire- 
place in the center, with windows on three sides, and the French window opening to the pergola, 
makes an unusually well ventilated and well lighted room. ‘The large pantry, located between 
the kitchen and the dining room, makes a very convenient housekeeping arrangement. ‘The 
small room at the rear of the front hall can be used for a den, sewing room, or a conservatory. 
On the second floor there are four large chambers and bath, with an alcove room in the hall and 
an unusual amount of closet space. The arrangement of this plan and the location of the plumb- 
ing fixtures lead to economy in construction. Plans show cellar 7 feet 6 inches deep; each story 
is framed 8 feet 6 inches. 


One set of Plans and Specifications, $16.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 20.00 Architect, Boston, Mass. 
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No. 655. ‘This is a single nine-room frame residence, 40 feet by 27 feet exclusive of piazza. 
Outside walls are cement stucco on metal lath with tile roof. Plans show all open plumbing. 
A laundry is finished in the basement. There is a large brick fireplace in the den alcove, at the 
rear of the living room. The cellar is 7 feet 6 inches deep; each story is framed 8 feet 6 inches. 
Note the large closets and convenient housekeeping arrangements. A second bathroom can be 
placed in the second story if desired. 


One set of Plans and Specifications, $15.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 20.00 Architect, Boston, Mass. 


TW cHameer PET] Cramer 
j 10:3: 14-0" P= 10'-3 x14:0" 
HALL 
CI zi A 
REE 
aul 
| CHAMBER 
10-9"x13+9" CH AMBER 
139% |b-3" 
SECOND FLOOR Ecos CLoS. 
1490 


F.1.GOWING 


| seat 


LIVING ROOM 
1349"« 19-6" 


No. 1490. This makes a very inviting httle home in the New England colonial style, and 
is a very compact economical design to build. The pergola, opening from the dining room, is 
finished with open beams above so that vines may be trailed over the top if desired. The 
living room is finished with a brick fireplace, with a bookcase at the side; the ceiling is paneled 
with small wood beams finished the same as the other wood finish. The sink and laundry trays 
are placed in the kitchen under a window and convenient to the pantry, and space for a refrig- 
erator is provided in the rear entry. The walls of the kitchen and the entry are finished 3 feet 
6 inches high with North Carolina pine sheathing, and varnished. ‘The pantry is finished with 
shelves and wide counter shelf, with a case of drawers, and barrel closet below. On the second 
floor there are four large chambers and bath, with linen closet, and a good wardrobe closet in 
each room. ‘The exterior walls are covered with a wide colonial siding, painted white. The 
cellar is finished 7 feet 6 inches deep. ‘The first story is framed 8 feet 6 inches, second story is 
framed 8 feet. The outside dimensions are 32 feet front and 26 feet deep. 


One set of Plans and Specifications, 
Two sets of Plans and Specifications, 


FREDERICK H. GOWING, 
Architect, Boston, Mass. 
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No. 1525. ‘This pretty cottage is of the modified colonial type with ex- 
terior walls finished with natural gray cement stucco. The brick porch is built 
with a seat at either side of the front door with an arched opening above; the 
pretty window boxes and the wide overhanging roof are very attractive ——= 
features. The room at the rear of the hall is fitted for a breakfast room, but 
can be used for a den, if desired, by omitting table and seats. There is a wide brick fireplace in the living room 
which is connected to the sun room with French doors at the rear. The sun room being located in the body of 
the house makes quite a saving in the cost of construction. There is a large pantry, kitchen, and entry, with 
ample space for ice-chest. On the second floor are four large chambers and bath, with a large amount of closet 
space, linen closet, etc. Plumbing fixtures are all of white porcelain enamel with nickel-plated pipes. There 
is a convenient laundry finished in the basement. The cellar is finished 7 feet 6 inches deep. First story is 
framed 8 feet 6 inches; second story is 8 feet. Outside dimensions, exclusive of porches, are 34 feet front and 
24 feet deep. 
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One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 18.00 Architect, Boston, Mass. 
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No. 1539. This pretty suburban cottage home is finished with every convenience. It has a 
fine large living room with an attractive brick fireplace and mantel, and opens direct to the sun 
room with a full-size French door; and a cozy breakfast room, convenient to the kitchen and 
living room. The dining room is finished with a large china closet with drawers for table linen, 
and shelves above and glass doors. The laundry trays are located in the kitchen, but can be 
placed in the basement if desired. Space is provided in the entry for a refrigerator. On the second 
floor there are three good chambers with large closets, and a bathroom with all open plumbing. 
The sleeping balcony, opening from the main chamber, with a large closet, is a very attractive 
feature. The outside dimensions are only 30 feet front and 22 feet deep. The cellar is finished 
7 feet 6 inches deep. The first story is framed 8 feet 6 inches; the second story is 8 feet. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 1515. ‘This attractive little home contains six good rooms and every modern improve- 
ment that could be placed in a more expensive dwelling. The living room is unusually attractive 
and convenient, with a pretty sun room opening from the side with two French doors between. 
There is a broad open fireplace and an outside chimney, unusually large closets, and pantry with 
broad shelves fitted with drawers and barrel closet, and china closet that will take a full-size 
dinner set with room to spare; all open plumbing; the cellar is 7 feet 6 inches deep under the 
entire house. The first story is framed 8 feet 6 inches; second story is 8 feet. The outside dimen- 
sions of the main house are only 30 feet front and 20 feet deep. This is an excellent house for an 
investment or for a home. 


One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 1533. This cozy little inexpensive Dutch colonial home contains all modern improve- 
ments, with all open plumbing, neat, attractive living room with a brick fireplace, with kitchen 
range connected to the same chimney. ‘There is a good bathroom, with all open plumbing, and 
three chambers on the second floor, with sewing room or den in the front, and large closets in each 
room, with linen closet in the hall and a large amount of storage space in the third story. The 
broad front piazza can be screened in, if desired, making a very pretty sun room. The cellar 
is finished 7 feet 6 inches deep. ‘The first story is framed 8 feet 6 inches, second story 8 feet. 
The outside dimensions are 22 feet front and 28 feet deep. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 14.00 Architect, Boston, Mass. 
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No. 1580. This makes a good house to build for investment or a home, very few partitions; 
good-sized rooms; all stock size of material is used throughout; the living room is finished with 
brick fireplace and cozy seat at the side, with a stairway leading to the second floor from the 
living room and from the kitchen. There is a pretty china closet built at the rear of the dining 
room, with a box seat between, with cover to lift. The sink and laundry trays are placed in the 
kitchen for convenience and economy, and there is ample space for a large refrigerator in the rear 
entry. On the second floor there are four good chambers and bathroom, with a small enclosed 
sleeping balcony at the rear, which is a very attractive feature. The exterior walls are covered 
with cement stucco on expanded metal lath. The cellar is finished 7 feet 6 inches deep. The 
first story and second story are both framed 8 feet. The outside dimensions are 24 feet front 
and 26 feet deep. 
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One set of Plans and Specifications, 
Two sets of Plans and Specifications, 


FREDERICK H. GOWING, 
Architect, Boston, Mass. 
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No. 690. This is a very attractive cottage with three rooms and a reception hall on the 
first floor and four rooms and bath on the second floor. On the first floor there are a large living 
room, dining room, kitchen, pantry, and rear entry with ample space for ice-chest. On the 
second floor there are three chambers, den, and bathroom. The bathroom is fitted with white 
porcelain enamel fixtures. The walls of the first story are built with concrete blocks. The 
second story walls and the roof are finished with best quality shingles. The outside dimensions 
are 24 feet front and 26 feet deep exclusive of verandas. ‘The plans show the cellar 7 feet deep. 
The first story is framed 8 feet 6 inches and the second story 8 feet. 


One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 14.00 Architect, Boston, Mass. 
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No. 636. This cozy Dutch colonial cottage is suitable 
for a small lot. There are really two full stories, but the 
low effect has been preserved through the use of a gambrel 
roof. The first floor provides for the dining room, living 
room, hall, and kitchen. On the second floor there are 
three good chambers with closets and bathroom. The 
broad piazza on the front and one side adds to the low 
effect called for in a house of this type. <A sleeping balcony 
can be built over the rear piazza, if desired, at a small ad- 
ditional cost. The outside dimensions are 24 feet front 
and 28 feet deep. 


One set of Plans and Specifications, $11.00 
Two sets of Plans and Specifications, 15.00 


FREDERICK H. GOWING, 
Architect, Boston, Mass. 
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No. 262. This is an unusually attractive two and one-half story frame dwelling with four 
rooms and a reception hall on the first floor, five chambers and bath on the second floor, and 
three finished rooms on the third floor. Three large fireplaces on the first floor and the large 
veranda are very attractive features. The ground floor is 33 feet 6 inches by 44 feet 6 inches 
deep. The plans show the cellar 7 feet 6 inches deep. The first story is framed 8 feet 6 inches, 
and the second story 8 feet 6 inches. 


One set of Plans and Specifications, $35.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 40.00 Architect, Boston, Mass. 
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No. 304. This is a very compact two-story frame cottage of moderate cost with all 
modern improvements. There are three finished rooms on the first floor, four rooms and 
bath on the second floor, and three good rooms may be finished on the third floor if desired. 
This makes a good-style home, and is suitable for almost any location in either city or sub- 
urbs, and a design that never becomes tiresome. The laundry trays are placed in the base- 
ment, but can be set in the kitchen if preferred. There is a brick fireplace in the dining 
room. The alcove opening from the dining room can be used for a cosy corner or a small 
conservatory if desired. The outside dimensions are 27 feet front and 34 feet deep. The 
cellar is 7 feet 6 inches deep. The first story is framed 8 feet 6 inches, the second story 
8 feet, and the third floor 8 feet. 


CLOSET 


CLOSET 


CHAMBER 
CHAMBER le-6*15°6 
Q’* |3' 


One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, 
PRscuinc: Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 1624. This pretty, attractive dwelling is a modified Dutch colonial type with a circular front veranda. 
The living room and dining room are finished with a high, pedestal opening, with a bookcase in each. There 
is a broad brick fireplace in the living room, and a double china closet at the rear of the dining room with a 
seat between. A combination stairway leads to the second story, which makes a very convenient arrangement. 
There is a den or office opening from the front hall, and a small room between the den and kitchen, which 
can be used as a breakfast room or sewing room, or used in connection with the den if desired. The laundry 
trays are placed in the kitchen, but can be set in the basement at a slight additional cost. There is a large 
front balcony on the second story, which can be enclosed with screens and would make a very attractive feature. 
The bathroom is finished with all open plumbing, with white enameled fixtures and nickel-plated pipes. The 
exterior walls are finished with a wood shingle. The cellar is finished 7 feet 6 inches deep. The first story is 
framed 8 feet 6 inches, the second story 8 feet. The outside dimensions of the main house are 30 feet front 


and 26 feet deep. 


One set of Plans and Specifications, $15.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 18.00 ‘ Architect, Boston, Mass. 
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No. 457. <A very attractive design for a single frame dwelling. On the first floor there is 
a reception hall, living room, dining room, kitchen, entry, pantry, with ample refrigerator space 
in the entry; a large open fireplace in the living room and a large front and rear piazza. On the 
second floor there are three large chambers, and bath with porcelain enamel fixtures; all kitchen 
and bathroom fixtures are supplied with hot and cold water, through nickel-plated brass pipes 
and fittings. The outside wall and roof are finished with shingles; all interior finish is yellow 
pine, with hardwood floors. ‘This is a very attractive cottage home at a moderate cost. Cellar 
is finished 7 feet 6 inches deep. The first story is framed 8 feet 6 inches, the second story 
8 feet. Outside dimensions are 28 feet front and 26 feet deep. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 1182. This isa very attractive little home along the Dutch colonial lines with outside brick chimney. 
The exterior walls are covered with colonial siding and painted. The main entrance is from the broad piazza 
direct to the reception hall, which extends through to the kitchen. There are three good rooms on the first 
floor, and four chambers on the second floor, one of which may be used for a den or sewing room if desired. 
The fireplace in the living room, with a cosy seat at each side, makes an unusually attractive home for a house 
of this size. The high window at the rear of the dining room allows a buffet to be placed under the window, 
with a china closet at each side with drawers, shelves, and glass doors. The pantry is conveniently arranged 
with shelves, drawers, and barrel closet. The outside dimensions are 24 feet front, 28 feet deep. First story 
is framed 8 feet 6 inches; second story, 8 feet; cellar, 7 feet 6 inches. 


One set of Plans and Specifications, $12.00 | FREDERICK H. GOWING, Architect 
Two sets of Plans and Specifications, 15.00 Boston, Mass. 
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No. 307. This cozy Dutch colonial cottage with shingle walls has seven rooms, reception 
hall, bathroom, and large front and rear piazza. The dining room and living room open up 
together so both can be used as one if desired. There is a good kitchen, pantry, and entry opening 
from the kitchen, with ample space for a refrigerator. First and second stories are framed 8 feet 


6 inches. This has proven to be a very popular design for a moderate cost home, suitable for 
almost any location. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 592. This attractive home is a standard type and popular everywhere, being full two stories high, 
plain, dignified finish, correct and pleasing in detail, and with all modern improvements. The exterior walls 
are finished with wide colonial siding, and a broad piazza extends across the entire front, which can be easily 
screened in if desired. There is a pretty reception room or den opening from the hall. There is a large brick 
corner fireplace and mantel in the living room, which is almost a necessary feature in all dwellings today. The 
dining room is finished with a large china closet, with direct communication through the pantry to the kitchen. 
A portion of the pantry can be made into a pretty breakfast alcove, if desired, without any additional expense. 
There is ample space in the entry for a large closet and refrigerator. On the second floor there are four large 
chambers, with large amount of closet space and bathroom, and all open plumbing, with white porcelain 
enameled fixtures. There is a stairway leading to the third floor, where one or two additional small chambers 
can be finished if desired; also giving a large amount of storage space. The cellar is finished 7 feet 6 inches 
deep. The first story is framed 8 feet 6 inches, second story 8 feet. The outside dimensions are 25 feet front 
and 35 feet deep. 


One set of Plans and Specifications, $15.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 18.00 Architect, Boston, Mass. 


| PIAZZA 


@ 


Q KITCHEN 


SEWING 
ROOM 
Sx II" 


FH. Gowing, 


os) ea SECOND FIPoR 201 


No. 201. This compact little house should appeal to all who look for comfort in the home. 
Note on the first floor the spacious living and dining room, the square light kitchen with a large 
pantry, also the den off hall. The second floor shows three large chambers and a sewing room 
with ample closet room. ‘There are two rooms on the third floor. The exterior is very pleasing. 
First story clapboarded, second story shingled. The two bay windows and the gable dormer 
break up the straight lines and give an irresistive charm to this design. The cellar under the 
entire house is 7 feet 6 inches deep. Outside dimensions are 25 feet front and 35 feet deep. 


One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 


show laundry trays 
The laundry trays can 
with clapboards or shingles as desired; the best quality of red cedar 
Plans show cellar 7 feet deep; first story, 8 feet 6 inches; second story, 8 feet. The ground floor is 
24 feet front by 26 feet deep. This is the most moderate cost, up-to-date cottage possible to build. 


One set of Plans and Specifications, 
Two sets of Plans and Specifications, 
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No. 347. This is a modern two-story, seven-room cottage with three good-sized rooms and 
reception hall on the first floor, and four chambers and bathroom on the second floor. The plans 
and sink in the kitchen with a complete bathroom, with all open plumbing. 


be placed in the basement if desired. The outside walls may be finished 
shingles is used on the roof. 


FREDERICK H. GOWING, 
Architect, Boston, Mass. 
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No. 936. This cozy little home has three good rooms and a 
reception hall on the first floor, and four chambers and bath on the 
second floor. The small chamber over the front hall can be used 
for a den if desired. There is a large pantry with an unusual 
amount of shelf space, a barrel closet, and a case of drawers. Re- 
frigerator space is provided in the entry opening from the kitchen. 
The large storage space under the roof can be used for screens, 
etc., if desired. A broad piazza extends across the entire front 
and around each side, with an attractive sleeping balcony open- 
ing from the two chambers on the second floor. This is an unusual 
feature for a dwelling of this size. The cellar extends under the 
entire house 7 feet deep with a concrete floor. The first story is 
framed 8 feet 6 inches; the second story, 8 feet. The outside 
dimensions of the building are only 24 feet front and 26 feet deep. 
This makes a very economical house to build, as great care has 
been used to select all stock size materials to secure the lowest 
possible cost. FREDERICK H. GOWING, Architect, 


One set of Plans and Specifications, $11.00 Boston, Mass. 
Two sets of Plans and Specifications, 15.00 
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No. 739. This is a very attractive Mission type of bungalow built on unusual lines, with 
cement finished walls and plastered interior. There are seven large rooms, all leading from a 
court, or atrium, in the center. The atrium is lighted from a glass skylight, and makes an ex- 
cellent sun parlor. There are two sleeping rooms on the second floor lighted and ventilated on all 
sides, making an ideal outdoor sleeping room. ‘The bungalow is fitted with all modern improve- 
ments, steam heat, open plumbing, and two large fireplaces, making an unusually attractive 
The house is about 45 feet front and 41 


residence. It would require a lot about 65 feet front. 

feet deep. 
One set of Plans and Specifications, $16.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 20.00 Architect, Boston, Mass. 
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No. 853. This is a very attractive residence with eight rooms and bath all on one floor. 
The wide piazza and pergola extend across the entire front. The entrance is through a pretty 
reception hall, with rooms opening from either side. There is a patio in the center of the house 
lighted with a glass roof. The large sleeping room on the second story, lighted and ventilated on 
all sides, and fitted with windows and screens, is a very attractive feature. The roof is covered with 
Spanish roofing tile. The walls are stucco finish on hollow terra cotta blocks. The outside dimen- 
sions are 44 feet front by 46 feet deep. The plans show the first story 9 feet high and cellar 7 feet 
6 inches deep under the entire building, with a concrete floor. 


One set of Plans and Specifications, $25.00 FREDERICK H. GOWING 
Two sets of Plans and Specifications, 30.006 Architect, Boston, Mass. 
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No. 522. This is a very attractive modern seven-room econ 
bungalow. The exterior walls are laid up with eight inch Picor ee Manne ue 
hollow tile and finished on the outside with cement stucco 
applied directly to the terra cotta blocks. The inside is finished FIRST FLOOR ey 8 
with lath and plaster in the usual way. The balustrade around 522 - a 


the piazza is laid up with terra cotta blocks with cement stucco 

on both sides. There are four large rooms and bath, with ample wardrobe space, closets, and 
pantry on the first floor. On the second floor there are three large chambers and bath. The 
plans show the house with all modern improvements, all open plumbing, with enameled iron 
fixtures, and soapstone laundry trays in a separate laundry in the basement. The entire cellar 
floor is finished with cement concrete. The outside dimensions of the building exclusive of piazza 
are 41 feet front and 44 feet deep. The cellar is 7 feet 6 inches; first and second stories are framed 
8 feet 6 inches high. : 


One set of Plans and Specifications, $20.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 25.00 Architect, Boston, Mass. 
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No. 1621. This American type of Swiss bungalow has a very attractive exterior with a 
broad, overhanging cornice, wide piazza with rustic columns, and rustic chimney. All rooms 
are large and convenient. The living room has wood finished beams on the ceiling; the library 
is finished with a bookease built across one entire side; the dining room is conveniently located 
to the living room, and is reached from the kitchen through the pantry, which is fitted with 
shelves, barrel closet, and drawers for table linen. There is also a pretty breakfast alcove at the 
rear of the kitchen, with box seats and adjustable table. There is ample space for refrigerator 
in the rear entry. There is a large sun room on the second floor, with stairs leading direct from 
the hall, and finished with windows on all four sides. This makes an unusually attractive dwell- 
ing from every angle. The cellar is finished 7 feet 6 inches deep. The first story is framed 
8 feet 6 inches, second story 8 feet. The outside dimensions are 30 feet front and 54 feet deep. 


One set of Plans and Specifications, $15.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 18.00 Architect, Boston, Mass. 


| No. 1185. This is an unusually 
| attractive bungalow with eight 
rooms all on one floor, with the 
| service portion in one wing and 
the main living portion in the 
other. The dining roomfis con- 
venient to the kitchen, with the 
pantry between. The living room 
extends through the center of the 
house giving unusually good light 
and ventilation. A large, open 
fireplace and beam ceilings make 
the living room very homelike 
and attractive. The main en- 
trance is direct to the living room 
from a large front porch, with a 
tile floor and pergola roof. The 
chambers are all well lighted and 
ventilated. The exterior walls 
are finished with cement stucco. 
The roof is covered with Spanish 
tile, and taken as a whole this is one of the most attractive 
bungalows possible to make. Outside dimensions are 82 feet 
front and 32 feet deep. 


One set of Plans and Specifications, $15.00 


Two sets of Plans and Specifications, 18.00 


FREDERICK H. GOWING, Architect 
Boston, Mass. 
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makes an ideal residence for summer or winter use. 


hollow terra cotta blocks with stucco pebble dash finish on the outside. 
make a house warmer in winter and cooler in summer. 
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This is a fine example of a substantial, well-built New England bungalow, and 
The outside walls are laid up with 8-inch 


The terra cotta blocks 


The corner veranda and the circular 
bay window in the dining room are very attractive features of this design. 


There are eight 


large rooms and bath, with a pretty reception hall and an unusual amount of closet space on the 
ground floor, which is 34 feet front and 78 feet deep. 


One set of Plans and Specifications, 


Two sets of Plans and Specifications, 


$20.00 


25.00 


FREDERICK H. GOWING, 
Architect, Boston, Mass. 
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No. 728. This is an unusually attractive bungalow home, with the broad veranda 10 feet 
wide. The foundations are laid up with rubble stone extending around three sides of the house. 
There is a large sun parlor or den opening from the piazza and one chamber. The wide brick 
fireplace in the living room is finished with rough texture brick on the inside and rubble stone 
on the outside. The dining room is paneled 6 feet high, with decorated wall above the panel work. 
There is a large reception hall in the center, with an open well above extending to the ceiling of 
the second story. There are three chambers in the second story, and a circular front balcony hall 
which may be used as a music room if desired. The outside dimensions are 59 feet 6 inches front, 
32 feet deep exclusive of the veranda. The cellar is 7 feet 6 inches deep under the entire building. 


One set of Plans and Specifications, $25.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 30.00 Architect, Boston, Mass. 
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No. 735. This is a beautiful modern New England country home with all the latest improve- 
ments in heating, plumbing, and other conveniences, and is suitable for any good suburban 
location. The cellar is 7 feet 6 inches deep; the first story is 8 feet 6 inches; and the second story 
is 8 feet. Exterior walls are finished with wood shingles; the roofing is best quality composition 
slate surface shingle. The foundation and the veranda columns are laid up with field stone and 
cement mortar. Interior finish is cypress throughout, with hardwood floors. The house is 36 feet 


6 inches front, 28 feet deep. Order plans and build now. 


FREDERICK H. GOWING, 


One set of Plans and Specifications, $11.00 
Architect, Boston, Mass. 


Two sets of Plans and Specifications, 15.00 
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No. 842. A very prelty modern combination cottage 
bungalow along bungalow lines, with four rooms on the 
main floor, and three chambers and bath, with sewing 
room, on the second floor. The broad pedestal opening 
between living room and dining room is a very attrac- 
tive feature, as the two rooms may be used as one if 
desired. There are beams placed on the ceilings of the 
living room and the dining room, and a large brick fire- 
place in the living room. The sink and trays are both 
located in the kitchen; the laundry trays can be placed 
in the basement, if desired, at a slight additional cost. 
The kitchen fixtures are located directly below the bath- 
room so both will be connected to the same line of 
soil pipe, which makes a very economical plumbing 
arrangement. The outside dimensions of this house are 
28 feet front by 38 feet deep. The first story exterior 
walls are finished with clapboards, and the second story 
and the roof are finished with shingles. The chimney 
and the front piazza foundations are built with field 
stone, which, with the broad overhanging cornice, 
makes a very attractive home. 


One set of Plans and Specifications, $11.09 
Two sets of Plans and Specifications, 15.90 


FREDERICK H. GOWING, 
Architect, Boston, Mass. 
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No. 847. A modern New England bungalow, suitable for any climate, all modern improve- 
ments, with six rooms on the first floor; three rooms may be finished on the second story if desired. 
There is a large amount of closet space, large front piazza, and a good-sized living room with a 
broad open fireplace; kitchen with sink and trays, and direct communication through the dining 
room to the pantry. There is a main center hall with direct communication to all rooms and 
bathroom. Exterior walls and roof are finished with shingles. Outside dimensions are 30 feet 
front and 50 feet deep, and can be placed on a 50 foot front lot. 


One set of Plans and Specifications, $16.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 20.00 Architect, Boston, Mass. 
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No. 1194. A very neat, compact cottage and a very popular style. First story of the exterior 
walls is covered with cement stucco. The second story is finished with wood shingle. The fireplace 
in the living room, with a pretty bookcase at the side, gives a very pleasing appearance to the 
living room. ‘There is a large china closet in the dining room, with shelves, glass doors, and 
drawers below. The pantry is finished with an unusual amount of shelf space. The sink and 
trays are in the kitchen, which makes a very convenient housekeeping arrangement. The outside 
entrance to the cellar is from a full-sized door at the grade, which does away with the necessity of 
the outside bulkhead. The outside dimensions are 24 feet front and 28 feet deep. The second 
story extending over the piazza makes unusually attractive chambers. 


FREDERICK H. GOWING, Architect 
One set of Plans and Specifications, $12.00 Boston, Mass. 
Two sets of Plans and Specifications, 15.00 
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No. 1004. This makes a very attractive home, with a broad front 
veranda extending the entire width of the house, good reception hall, large 
living room with brick fireplace, dining room with bay window seat, small 
toilet on the first floor opening from the kitchen, three unusually large 
chambers on the second floor, with bathroom, sewing room, and a sleeping 
balcony, and an unusual amount of closet space. Outside walls and roof 
are shingled. The ground floor is 36 feet front and 25 feet deep. The base- 
ment is 7 feet 6 inches. The first story is framed 8 feet 6 inches, and the 
second story 8 feet. All rooms in the second story are full size, as shown on 
the floor plan, as the roof does not cut across the ceiling of any room. 


One set of Plans and Specifications, $10.00 
Two sets of Plans and Specifications, 13.00 
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No. 1143. This is a very attractive cottage, with a cosy library on 
the first floor, opening from the main front hall, which can be used as a den, 
chamber, music room, or reception room as desired. There is an unusual 
amount of closet space. There is a brick fireplace in the dining room. The 
plan requires only one chimney, which makes quite a saving in cost, and 
the arrangement of all rooms gives the most possible space at the lowest 
cost. The ground floor is 28 feet front and 33 feet deep exclusive of piazzas 
and bay windows. ‘The cellar is finished 7 feet; the first story is framed 
8 feet 6 inches and the second story 8 feet. ; 


One set of Plans and Specifications, $12.00 
Two sets of Plans and Specifications, 15.00 


FREDERICK H. GOWING, Architect 
Boston, Mass. 


No. 1516. This cosy little home is 
suitable for almost any location in either 
city or suburbs. The rooms are large and 
convenient — good-sized bathroom with all 
porcelain enamel fittings, soapstone sink and 
laundry trays in the kitchen, large pantry 
conveniently located between the dining 
room and kitchen. The cosy little breakfast 
room and pretty sun room opening from the 
living room are pleasing features of this 
design. There are flower boxes set between 
the veranda columns, which does away with 
the necessity of an expensive railing. Floors 
are all finished hardwood. The roofing is a 
slate surface shingle. The exterior walls are 
covered with cement stucco on expanded 
metal lath. The cellar is finished 7 feet 
6 inches high. The first story is framed 
8 feet 6 inches, second story 8 feet. The 
outside dimensions are 22 feet front and 
oA feet deep. 


One set of Plans and Specifications, $15.00 
Two sets of Plans and Specifications, 18.00 


FREDERICK H. GOWING, 
Architect, Boston, Mass. 
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No. 1593. The beauty of this little colonial home lies in its trim 
simplicity. The outside walls are finished with wide colonial siding. 
All stock size windows, window frames, doors, and other exterior and | 
interior finish are used throughout the building, to get the best results 
at the lowest possible cost. There is a pretty colonial hall, with stairs in 
the center, and rooms on either side, and a cosy den or sewing room lo- 
cated at the rear of the hall. The living room extends across one end of the house, and is finished with a pretly 
brick fireplace and neat beam-panel ceiling. There are glass doors placed in the openings from the hall to the 
dining room and living room, also to the sun room. The windows of the sun room are all arranged to open 
out, to give the greatest amount of light and ventilation possible, and are provided with fixtures, so that each 
window may be securely fastened when desired. All floors are polished hardwood. All bathroom fixtures 
are white porcelain enameled, with nickel-plated brass pipes and fittings. A large linen cabinet with drawers 
and closet is provided in the second floor front hall. The cellar is finished 7 feet 6 inches deep. The first 
story is framed 8 feet 6 inches, the second story 8 feet. The outside dimensions are 33 feet front and 24 feet 
deep. You will not make any mistake if you order plans for this inexpensive little colonial home. 
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One set of Plans and Specifications, $15.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 18.00 Architect, Boston, Mass. 
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No. 1187. This is a cozy, artistic little home that anyone can afford to own. _ It has all the 
conveniences and improvements of a more expensive dwelling, but on a smaller scale. There is 
a cozy corner seat on the landing in the front hall, and an unusual amount of closet space, which 
is a very important feature in every dwelling. There is a large pantry and broad china closet 
in the dining room, with glass doors, and drawers below for table linen. A soapstone sink and 
trays are located in the kitchen directly under the bathroom plumbing, and one chimney for 
both fireplace and kitchen range, which saves quite an amount in the cost of construction. There 
is a pretty cased opening between the living room and hall and dining room; long glass doors 
can be placed in these openings, if desired, at a very slight expense. On the second floor are 
four good chambers. The outside walls are covered with colonial siding painted white. The 
cellar is 7 feet 6 inches deep, with concrete wall and floor. The outside dimensions, exclusive 
of piazzas, are only 24 feet front and 26 feet deep. 


One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 424. This cottage bungalow is 24 feet front and 36 feet deep, and contains a most at- 
tractive living room and dining room. The beam ceiling of the living room, the open fireplace 
of brick, and the two bookcases, with the heavy stair post from the floor to ceiling make a very 
cosy and homelike appearance. Back of the kitchen and dining room are a large pantry and butler’s 
pantry with a china closet, and sink and laundry trays in the kitchen. On the second floor there 
are three good-sized chambers, with den, and bath with all open plumbing, with porcelain enameled 
fixtures. The outside walls and roof are covered with cedar shingles. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 409. This is a cottage home that any man would feel pleased to own. Seven good 
rooms, unusually large living room, large closets in every room, convenient pantry, good bath 
with all open plumbing, large front piazza, and attractive sleeping balcony on second floor, all open 
plumbing, with hardwood floors, concrete cellar; exterior walls are finished with cedar shingle. 
First story is framed 8 feet 6 inches; the second story is 8 feet. Outside dimensions are 34 fect 
front and 24 feet deep. 


Do not attempt to build any house without a complete set of plans. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 14.00 Architect, Boston, Mass. 
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No. 1204. A cottage with a good-sized living room, large fireplace, piazza on two sides of the house, con- 
venient kitchen and dining room, located on the same side, saving many steps for the housewife. The master’s 
chamber is unusually large, with ample closet space. Good bathroom with large medicine and linen closet. 
There is a convenient coat closet in first floor hall, and attractive china closet in the dining room. Exterior 
walls are finished with dark stained wood shingle. Trimmings and blinds are painted white. The finish floors 
throughout are best quality stock. There is a large pantry with unusual amount of shelf space, and barrel 
closet under the counter shelf. First story is framed 8 feet 6 inches; second story is 8 feet; cellar is 7 feet. 
Outside dimensions of the main house are 39 feet front and 20 feet deep. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, Architect 
Two sets of Plans and Specifications, 13.00 Boston, Mass. 
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No. 508. <A cozy, pretty, seven-room cottage bungalow, the ground floor 28 feet front, 26 
feet deep. Plans show a large brick fireplace in the living room, sinks and trays in the kitchen, 
bathroom on the second floor, with all open plumbing; porcelain enamel fixtures supplied with 
hot and cold water; each story is framed 8 feet 6 inches. Cellar is 7 feet 6 inches deep. Outside 
walls are shingled and stained. The broad sloping roof and the front balcony make this a very 
attractive home, as many prefer sleeping rooms on the second floor. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 1202. This cozy little home is designed along economical lines, and to give the largest 
possible living space at the lowest possible cost. The piazza extends across the entire front, 
8 feet wide. The entrance is direct to a pretty reception hall with a large coat closet and a plat- 
form stairway leading to the second story. There is a stairway leading direct from the kitchen 
to the basement. The bathroom is located over the kitchen on the same line of soil pipe, which 
makes an economical plumbing arrangement. ‘The fireplace and the kitchen range are connected 
to the same chimney. The large pantry is finished with barrel closets, case of drawers, and an 
unusual amount of shelf space. Note the large closets in the kitchen and each chamber, also 
the large linen closet in the hall on the second floor. The bathroom is finished with all white 
porcelain enameled fixtures and nickel-plated pipes. All floors are of polished hardwood. The 
exterior walls are finished with wood shingle and stained. The basement is finished 7 feet deep, 
with a concrete wall and floor. The first story is framed 8 feet 6 inches, the second story 8 feet. 
The outside dimensions of the main house are 30 feet front and 25 feet deep. 


One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 676. <A very neat, compact, and artistic bungalow cottage, suitable for either city 
suburbs or a country lot. All materials from sills to finish are stock sizes. Plans show cellar 
7 feet 6 inches deep, first story 8 feet 6 inches, second story 8 feet. Outside dimensions are 37 
feet front by 25 feet deep. This cottage bungalow makes an ideal home, as the arrangement 
of the rooms and the general plan of the building give the greatest possible amount of living 
space at the least possible cost. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 492. ‘This is a very cozy, attractive little cottage bungalow with the veranda extending 
across the entire front, four good rooms on the first floor, and three large chambers, with con- 
venient closets and storage room, on the second floor. The bathroom plumbing and kitchen 
plumbing are connected to the same line of soil pipe, and the entire plan is designed to use all 
stock size materials, to give the best possible results at the lowest possible cost. The cellar is fin- 
ished 7 feet 6 inches deep. ‘T'te first story is framed 8 feet 6 inches, the second story 8 feet. The 
outside dimensions are 37 feet front and 25 feet deep. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 


Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 1267. This makes a very cosy seven-room home, with an unusual amount of closet 
space, and a cosy den on the first floor front, with good-sized living room, and dining room 
which is located so that the two rooms may be used as one if desired. The stairs lead to the 
second story from the front hall. There isa large entry at the rear, leading from the kitchen, 


= 
DINING ROOM KITCHEN mi 


with ample space for any refrigerator, which can be arranged with an outside icing door if WSs 10" 196". 116" LOY 
desired. The pantry is fitted with a large amount of shelving, a barrel closet, and a case of 

drawers. The bathroom is located on the second floor, convenient to all chambers, and is 

finished with a large closet with full-sized door and shelf. The exterior walls are covered with 

wood shingle, finished with dark stain. Other exterior woodwork is painted white, making RECEPTION 
avery pretty contrast. The bases of the piazza columns are shingled to the height of the rail. Room 
The top portions are painted to correspond with the other finish. The first story is framed easedlapeney ny ty 
8 feet 6 inches; the second story, 8 feet. The cellar is finished 7 feet 6 inches deep. The 7512 


outside dimensions are 36 feet front and 23 feet deep. 


One set of Plans and Specifications, $10.00 
Two sets of Plans and Specifications, 14.00 


FREDERICK H. GOWING, Architect 
Boston, Mass. 
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No. 1256. This is a very attractive one and one-half story cottage. The large living 
room occupies the entire front of the house, with the front stairs leading direct from the 
living room to the second story. A large brick fireplace in the center of the living room, facing 
the main entrance, with one two-flue chimney, serves for both kitchen and fireplace, saving 
the expense of an extra chimney if located in any other position. The dining room is finished 
with a large china closet with drawers and glass doors above. The living room and dining 
room are both finished with beam ceilings. The two rooms are connected by a wide-cased 
opening in which French doors may be fitted if desired. The sink and laundry trays are both 
located in the kitchen on the same line of soil pipe with the bathroom, which makes quite a 
saving in the cost of plumbing. The first story is framed 8 feet 6 inches; the second story, 
8 feet. The cellar is finished 7 feet 6 inches deep. Outside dimensions are 24 feet front and 
27 feet deep. It is impossible to make any better home for the money. 


One set of Plans and Specifications, $10.00 
Two sets of Plans and Specifications, 14.00 


FREDERICK H. GOWING, Architect 
Boston, Mass. 
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No. 1241. 
extending across the entire front, with the broad sweeping roof and the wide shed-roof dormers 


This pretty suburban home has many very attractive features. The veranda 
in front, give this a very pleasing outline. There is a brick fireplace and mantel in the living 
room; a small reception hall and a cozy sun room at the rear of the dining room, which can be 
used as a conservatory if desired; and there is also a large sleeping balcony on the second floor, 
and unusually large chambers for this style of house. The bathroom fixtures are all white por- 
celain enameled, of the latest design. All floors are finished hardwood. The chambers and bath- 
room are finished in white. The plans show the cellar 7 feet 6 inches deep. The first story 
is framed 8 feet 6 inches, the second story 8 feet. The outside dimensions are 28 feet front and 
30 feet deep. 


FREDERICK H. GOWING, 
Architect, Boston, Mass. 


One set of Plans and Specifications, $15.00 
Two sets of Plans and Specifications, 18.00 
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One Set of Plans and Specifications, $11.00 
Two Sets of Plans and Specifications, 15.00 


No. 718. This pretty two-story cot- 
tage bungalow is only 36 feet front and 
27 feet 6 inches deep, and contains many 
new and attractive features. The ex- 
terior is designed with a low, broad, 
sweeping roof extending over the entire 
front piazza, which makes a very pleas- 
ing effect. The piazza foundations and 
the columns are laid up with concrete 
blocks with cement mortar. The living 
room occupies one entire end of the 
building, and is lighted on three sides 
and finished with a broad brick fireplace 
and a beamed ceiling. The beams can 
be omitted if desired, as they are placed 
over the plaster ceiling. On the second 
floor there are four chambers and sewing 
room, which can be used as a den or 
chamber if desired. There is an un- 
usual amount of closet space, and large 
unfinished storage or trunk space under 
the roof. This is a very moderate cost 
building and is suitable for almost any 
location. 


FREDERICK H. GOWING, 
Architect, Boston, Mass. 
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No. 1503. This charming little suburban home is designed to get the best possible results at 
the least possible cost. The exterior walls of the first story are finished with natural gray cement 
stucco. The second story is finished with colonial siding painted white. The roofing is best 
quality asphalt shingle. There is a pretty brick fireplace with brick hearth in the living room. 
The bathroom, on the second floor, is located directly above the kitchen on the same line of soil 
pipe with the kitchen plumbing. Note the large closets in each room, full-sized closet in bath- 
room, large entryway with ample space for ice-chest, pantry with barrel closet and shelves, the 
pretty china closet in the dining room with glass doors and drawers for table linen, the coat closet 
on the stair landing, and the pedestal opening between the living room and hall, all combining to 
make this a very attractive little home. ‘The cellar is finished 7 feet 6 inches deep. The first 
story is framed 8 feet 6 inches and the second story 8 feet. The outside dimensions, exclusive 
of porches, are only 24 feet front and 27 feet deep. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 


- First Fleer: Dian - 598 


Chamber 


1520"x19:0” 


No. 598. This attractive little bungalow is 26 feet front and 27 feet deep. There are three 
rooms and bath on the first floor, and three chambers on the second floor. The bathroom could 
be placed on the second story, if preferred, at a slight additional cost, enlarging the kitchen or 
making a breakfast room of the present bathroom. The plans show all open plumbing, with 
porcelain enameled fixtures, with sink and laundry trays in the kitchen. All floors are hard- 
wood and varnished. The kitchen and bathroom are sheathed 3 feet 6 inches high. The cellar 
is 7 feet high. First story is framed 8 feet 6 inches and second story is 8 feet. This makes a 
very moderate cost home with modern improvements. 


One set of Pians and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 968. This is a very attractive bungalow with three good rooms on the first floor and 
three rooms and bath on the second floor. There is a large brick fireplace in the living room with 
outside stone chimney, and broad front piazza. The outside wall is finished with a red cedar 
shingle and the roofing with a guaranteed composition, making a very durable roof. This makes 
a very attractive home. The outside dimensions are 26 feet front and 32 feet deep.including the 
veranda. The plans show the cellar 7 feet deep; the first story is framed 8 feet 6 inches, and the 
second story 8 feet. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 14.00 Architect, Boston, Mass. 
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No. 421. This is a pretty, modern bungalow, 39 feet front, 28 feet 6 inches deep. Dining 
room and living room occupy the entire front and one end of the house. The large sun parlor, 
opening from the living room, with windows on three sides, makes a very attractive feature of 
this bungalow. There is a large brick fireplace and mantel in the living room, making, with the 
beam ceilings, a very pleasing effect. On the second floor there are three good-sized chambers, 
with a small balcony in the front, and a large loggia sleeping balcony, which is enclosed with 


glass or may be left open as desired. This makes a very attractive home, and is adapted to almost 
any location. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 572. ‘This bungalow is a very economical design to build. One broad sweeping roof covers the main 
house and piazza. The exterior walls are finished with cement stucco. Note the large living room, extending 
across the entire front of the house, with beams built over the ceiling, broad open fireplace, and cosy corner 
seat, and the china closets under the pedestals leading to the dining room; there is a large pantry between 
kitchen and dining room, with shelves, drawers, and barrel closet. The bathroom is located conveniently 
between the two chambers. There is a laundry with soapstone trays in the basement, but these can be placed 
in the kitchen if desired for greater convenience. The stairs to the second-floor chambers lead from the small 
center hall. This bungalow plan means easy housekeeping and cosy homemaking. The cellar extends under 
the entire main house and is 7 feet 6 inches deep. The first story is framed 8 feet 6 inches high; the second 
story, 8 feet high; the outside dimensions are 26 feet front and 42 feet deep not including piazzas. 


One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, Architect 
Two sets of Plans and Specifications, 15.00. Boston, Mass. 
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No. 1200. This attractive cottage home is finished along bungalow lines, with a broad over- 
hanging roof and low dormer, with concrete underpinning and stucco piazza columns. The front 
entrance is to a large reception hall. The partition between the hall and living room can be 
omitted, if desired, which would make the living room extend across the entire front. The post 
at the foot of the stairs extends from floor to ceiling, and with the balusters placed on a buttress 
extend to the ceiling gives a very pleasing appearance to the hall. There is a large china closet 
in the dining room, with drawers, shelves, and glass doors. The laundry trays and sink are 
located in the kitchen, which is a saving in steps and is an economical plumbing arrangement. 
The bath is located on the second floor directly over the kitchen. This makes an excellent plan 
for anyone requiring a house with eight rooms. ‘The outside dimensions are 26 feet front and 39 
feet deep. 


One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 935. This is quite an attractive little bungalow home of p57 FLoop | fhsowine 
very moderate cost. There is a piazza extending across the entire 955 
front of the house. There are three good rooms on the first floor, 
and three chambers and bath on the second floor. <A. fireplace can be built in the living 
room, if desired, at a slight additional cost. There is*a good-sized china closet and pantry 
with ample shelf space with sink and laundry trays in the kitchen, making a very convenient 
housekeeping arrangement. The living room extends across one end of the house, and is lighted 
and ventilated from three sides, making an unusually attractive room. Plans show the cellar 
7 feet deep. First story is framed 8 feet 6 inches, second story 8 feet. The outside dimen- 
sions are 30 feet front and 20 feet deep exclusive of the piazza¢ 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 12.00 Architect, Boston, Mass. 
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No. 802. This attractive little bungalow is 22 feet wide and 27 feet deep, with five rooms and 
bath, and yellow pine floors and finish throughout. The walls are boarded and shingled, and with 
the wide front piazza makes a cosy little home for anyone. Plans show cellar 7 feet deep under 
the entire house; first story, 8 feet 6 inches; second story, 8 feet. Plan furnished with bath on second 
floor, and pantry and large rear entry for refrigerator if desired. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 13.00 Architect, Boston, Mass. 
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No. 969. This is a very attractive modern two-family house, having every appearance of a 
single dwelling, with five rooms and bath on each floor. The piazza columns are laid up with 
concrete blocks, but may be fieldstone or turned wood columns as preferred. The first story 
of the outside walls is finished with cement stucco on metal lath. The second story is finished 
with shingle. The sinks and trays are located directly opposite the bathroom fittings, making 
a most economical plumbing arrangement. Two good chambers may be finished on the third 
floor if desired. The interior finish is all of flat grain yellow pine with all hardwood floors. Sinks 
and trays are of soapstone. Bath tub and wash bowls are porcelain enameled, with a combina- 
tion closet; water pipes are all of brass. Bathroom pipes are all nickel plated. The outside 
dimensions of the house are 26 feet front and 39 feet deep exclusive of piazza. The plans show 
the cellar 7 feet 6 inches deep. Each story is framed 8 feet 6 inches high. 


One set of Plans and Specifications, $15.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 18.00 Architect, Boston, Mass. 
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No. 1607. 


large rooms on each floor, and large closets, pantry, and china closets for each apartment. 
The plumbing fixtures are white porcelain enameled, with nickel-plated pipes and fittings; soap- 


This is a very attractive type of two-family dwelling with stucco walls, with five 


stone laundry trays and sink are placed in the kitchen for greater convenience. A large brick 
fireplace in each living room, with outside chimney, is a very attractive feature. The front and 
rear entrances for each apartment are entirely separate. ‘The cellar is finished 7 feet 6 inches 


deep, with concrete floor. Each story is framed 8 feet 6 inches high. The outside dimensions 
are 26 feet front and 43 feet deep. 


One set of Plans and Specifications, $20.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 25.00 Architect, Boston, Mass. 
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No. 305. <A very pretty modern two-family house, 27 feet 6 inches front by 43 feet 6 inches 
deep exclusive of front piazza. Rooms for each family are convenient and well arranged, with 
the living rooms on one side and the sleeping rooms and bathroom on the opposite side. There 
are five rooms and bathroom on each floor for each family. Four good rooms can be finished on 
the third floor if desired. Note the large piazza and front balcony for each apartment. These 
can both be screened in if desired. First and second stories are framed 8 feet 6 inches; cellar is 
7 feet 6 inches. 


One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 604. This is a modern colonial style two-family house with every appearance of being 
a single residence. ‘The ground floor is 32 feet front and 38 feet deep exclusive of piazza, with 
shingle roof and walls. There are five rooms on the first floor and one chamber on the second 
floor, reached by stairway leading from the front hall, making six rooms for the first floor apart- 
ment. On the second floor there are four rooms and den, and four chambers on the third floor 
for the second floor apartment, making two apartments six and eight rooms each. Plans show 
cellar 7 feet 6 inches, first and second story 8 feet 6 inches, third story 8 feet. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 1628. This is a very attractive design for a modern two-family bungalow flat, with 
six good rooms on each floor, and is adapted to either a corner or an inside lot, as each entrance 
is entirely separate. All rooms open from a center hall. There are large closets on each floor, 
wide china closet with glass doors, with drawers below for table linen, all open plumbing, and wide 
pedestal opening between the living room and dining room, so that both rooms may be used as 
one if desired. There is ample space on the third floor for two additional rooms, with closets 
and large amount of storage space. <A separate cellar is finished for each apartment 7 feet 6 
inches deep. The first and second stories are each framed 8 feet 6 inches. The outside dimen- 
sions are 26 feet front and 45 feet deep. 


One set of Plans and Specifications, $15.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 18.00 Architect, Boston, Mass. 
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No. 1617. ‘This is an excellent type of two-family house to build for investment, as great 
care has been taken to select-all stock sizes of materials for finish both inside and outside, as well 
as stock size doors and windows. There is a separate front and rear door for each apartment, 
with separate stairways to the basement and two separate cellars, separate plumbing, and heat- 
ing. There is a pretty pedestal opening between the living room and dining room, so that the 
two rooms may be used as one if desired. There are five good rooms on the first floor and six 
on the second floor; three additional rooms can be finished on the third floor if desired. The 
exterior walls are finished with wood shingle. The large front and rear piazzas are both carried 
two stories high with a roof over each. A sun room may be finished on the rear piazza if desired. 
The cellar is finished 7 feet 6 inches deep. Each story is framed 8 feet 6 inches high, and the 
outside dimensions are 26 feet front and 45 feet deep. 


One set of Plans and Specifications, $20.00 FREDERICK H. GOWING 
Two sets of Plans and Specifications, 25.00 Architect, Boston, Mass. 
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No. 468. The attractive house shown above is for two families. ‘The first floor apartment 
has four rooms on the first floor and one additional chamber on the second floor, which is reached 
by separate stairway from the first floor. The second floor apartment contains four rooms on 
the second floor and three rooms and bath on the third floor. Each bathroom has all open 
plumbing with porcelain enameled fixtures and nickel-plated piping; the floors are all finished 
hardwood; kitchen, bathroom, and rear halls are finished 3 feet high with yellow pine sheathing. 
The main entrance is to vestibule, and from that to a pretty reception hall to each apartment. 
The outside dimensions are 25 feet by 41 feet. The cellar is 7 feet 6 inches, and each story is 


framed 8 feet 6 inches. 


One set of Plans and Specifications, $16.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 20.00 Architect, Boston, Mass. 
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No. 211. This is a convenient two-family house, with four rooms on each floor, giving five 
rooms for the first floor apartment and seven for the second floor apartment, with soapstone 
sink and trays in the kitchen, and good-sized bathroom, with all open plumbing. There is a large 
china closet in each dining room, liberal shelf space in the pantry, and ample closet space in each 
apartment. This makes a cozy home for a small investment. Build a two-family house and get 
your own rent free. Outside dimensions 24 feet front, 37 feet deep. 


One set of Plans and Specifications,» $11.00 FREDERICK H. GOWING 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 190. This is a well-arranged two-apartment house, 37 feet front, 47 feet deep, with 
division wall in the center, with living room, dining room, and kitchen, with sink and laundry 
trays, on the first floor; three chambers, den, and bathroom on the second floor; and four rooms 
on the third floor, for each apartment. Plans show first story, 9 feet; second story, 8 feet 6 inches; 
and third story, 8 feet; with cement cellar 7 feet 6 inches deep. All open plumbing, with a division 
wall extending from cellar to roof, making each apartment entirely separate in every particular. 
This is a very attractive house for investment or a home, and is adapted to almost any location. 


One set of Plans and Specifications, $16.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 20.00 Architect, Boston, Mass. 
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stucco, with pebble dash finish. 
on the second floor there are three chambers, den, and bath. 
The outside dimensions are 50 feet front and 29 feet deep. 


tirely separate. 
The plans are complete 


6 inches deep; first and second stories are each framed 8 feet 6 inches. 
with all necessary details. 


One set of Plans and Specifications, $20.00 
Two sets of Plans and Specifications, 25.00 
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This is a design for an English twin cottage with party wall in the center. 
first story walls are laid up with red brick; the gables are half timbered and finished with cement 


On the first floor there are three rooms and reception hall, and 


Each apartment is finished en- 


The cellar is 7 feet 


FREDERICK H. GOWING, 
Architect, Boston, Mass. 
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No. 951. This is a very attractive bungalow with six rooms, a large reception hall, and bath 
on the first floor. Two rooms may be finished on the second floor if desired. There is a large 
open fireplace in the reception hall, and a fireplace could also be set in the living room if desired. 
The rooms are of good size and well ventilated. The kitchen, the rear entry, and the bathroom 
are finished 3. feet 6 inches high with matched sheathing. The plans show the cellar 7 feet 6 
inches deep. ‘The first story is framed 8 feet 6 inches and the second story 8 feet. The outside 
dimensions are 34 feet front and 34 feet deep exclusive of the veranda. 


One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, 
Two sets of Plans and_Specifications, 15.00 Architect, Boston, Mass. 
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No. 619. This bungalow makes a very attractive little home with six rooms and bath on 
the ground floor. One fireplace serves both dining room and living hall. Two chambers may 
be finished on the second floor if desired. The front porch may also be enclosed with glass at 
a slight additional expense, making an attractive sun room. The bathroom and kitchen plumb- 
ing are connected with the same soil pipe, making a very economical plumbing layout. Plans 
show the cellar 7 feet 6 inches deep. The first story is framed 8 feet 6 inches, the second story 
8 feet. The outside dimensions are 32 feet front and 32 feet deep. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 939. This attractive bungalow cottage is finished with five rooms and bath on the first 
floor and three good chambers on the second floor, and a large closet for each room. The kitchen, 
pantry, and dining room arrangements are complete, with china closet, cabinets, and shelves; 
for greater convenience the laundry trays are placed in the kitchen with a suitable cover, taking 
the place of a kitchen table, saving space in the kitchen. The outside dimensions are 26 feet 
front and 44 feet deep including the front and rear piazza. The cellar is 7 feet 6 inches deep. 


The first story is framed 8 feet 6 inches and the second story 8 feet. This is a sensible house for 
anyone to build. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 


No. 685. An ideal bungalow home with a pleasing exterior and five large, well-lighted rooms, 
complete in every detail. The exterior walls of the first story are finished with cement stucco. 
The gables above are shingled. Three good rooms and a bath may be finished on the second floor 
if desired. The cellar extends under the entire house 7 feet 6 inches deep. The first story is 
framed 8 feet 6 inches high; the second story, 8 feet. The outside dimensions are 26 feet front 
and 36 feet deep exclusive of porches. This is a compact, economical house to build, easy to 
heat, and easy to care for. 


One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, Architect 
Two sets of Plans and Specifications, 15.00 Boston, Mass. 
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No. 929. This is a very pretty modern combination bungalow cottage with five rooms 
and bath on the first floor; there are two good chambers and bath finished on the second floor. 
The ground floor is 27 feet front and 30 feet deep, and with the large piazza extending across the 
entire front and on two sides of the building makes this an unusually attractive home. The 
fireplace is located in the dining room, but can be placed in the living room, if preferred, without 
any additional expense. An outside door may be placed from the piazza to the den if desired. 
This is a very compact design and every inch of space is utilized, and it makes a very moderate 
cost home. Plans show cellar 7 feet deep; first story is framed 8 feet 6 inches, the second story 
8 feet. 

One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 


Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 678. The outside walls of this bungalow are finished with cement stucco on expanded 
metal lath. The interior is suitable for either stain or paint as desired. There is an attractive 
brick fireplace and mantel in the living room and den. Plans show the cellar 7 feet 6 inches 
deep. The first story is framed 8 feet 6 inches high. The outside dimensions are 39 feet front 
and 29 feet deep. ‘There is a stairway leading to the second story from the living room, and 
stairs to the cellar. This pretty home is planned for easy housekeeping and cozy homemaking. 
Plans furnished as shown or reversed. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 375. This is a design that would appeal to anyone. The broad overhanging roof, cover- 
ing the front veranda as well as the main portion of the house, makes it cooler in summer and 
makes all rooms light and pleasant. There are seven good rooms and bathroom, a convenient 
kitchen and pantry, and a large amount of closet space. There are two large fireplaces with stone 
chimneys, which with the rubble stone foundations make a very attractive home. The main house 
is 52 feet front and 31 feet deep. The working plans show the cellar 7 feet 6 inches deep under the 
entire house, with coal bins, vegetable cellar, etc. The first story is framed 8 feet 6 inches. The 
height of the rooms, depth of the cellar, and various other features can be changed to meet each 
individual requirement without the expense of changing the plans. 


One set of Plans and Specifications, $15.00 FREDERICK H. GOWING 


Two sets of Plans and Specifications, 18.00 Architect, Boston, Mass. 
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No. 324.4 This is strictly a modern bungalow. The low, broad, sweeping roof and the broad 
overhanging cornices, stone chimney, and concrete piazza floor, and the stone pedestals support- 
ing the piazza columns make a very attractive exterior. There are seven rooms and bath all on 
the first floor, and an‘unusual amount of closet space. The broad open fireplace, located in an 
alcove opening from the living room, and a seat placed at either side, make very attractive fea- 
tures. The first story is framed 8 feet 6 inches high. Plans show the cellar 7 feet 6 inches deep 
under the entire house. The outside dimensions are 34 feet front and 50 feet deep exclusive of 


the veranda. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 1192. This is a very attractive five-room one-story bungalow fitted with all modern improvements. The low, broad, 
overhanging roof, shingle walls, concrete piazza floor, and the large stucco columns make an unusually pleasing exterior. 
The dining room and living room both open to the front veranda with French doors. There is a china closet in the pedestal 
of the opening between the dining room and living room, and both are finished with a beam ceiling. A fireplace in the living 
room is finished with a brick mantel with a heavy wood shelf in keeping with the other finish of the room. The kitchen is 
11 by 15 feet, fitted with shelves, cabinets, barrel closet, and other necessary features. The sink is located in the corner of 
the kitchen near the cabinets. The laundry trays are placed in the basement in a convenient location, but may be placed 
in the kitchen if desired. There is a flight of stairs leading from the kitchen direct to the cellar. The bathroom is fitted 
with all open plumbing, porcelain enameled fixtures, with nickel-plated pipes and fittings. Kitchen and bathroom are fin- 
ished 3 feet 6 inches high with a hardwood sheathing; there is a large amount of closet room, and ample space under the roof 
for storage or for door and window screens, storm windows, etc. Outside dimensions are 28 feet front and 38 feet deep. 


One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 - Architect, Boston, Mass. 
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No. 827. ‘This is an especially well-designed bungalow with six rooms and bath all on one 
floor. The outside stucco-finished chimney and broad overhanging cornice, concrete piazza, 
and heavy timber finish are very attractive features of this design. The sun room, or breakfast 
room, with direct communication through the pantry to the kitchen, makes a very convenient 
arrangement; the pergola, with direct communication with the sun room, dining room, and living 
room by French windows makes this a most desirable plan for a moderate cost home. The work- 
ing plans show cellar 7 feet deep under the entire house, with a concrete floor. The first story 
is framed 8 feet 6 inches; the outside dimensions of the house are 30 feet front and 40 feet deep. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 820. This is a very attractive seven-room bungalow, with a large pergola on the front 
supported by heavy columns, resting on rubble stone pedestals laid up with cement. The plans 
show all modern improvements, with a large pantry between the kitchen and the dining room, 
and an unusual amount of china closet space in the dining room. The large brick fireplace in 
the living room, with the outside stone chimney, is a very attractive feature of this design. The 
plans show the cellar 7 feet 6 inches deep under the entire house. This bungalow is 30 feet front 
and 41 feet deep exclusive of piazza. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 843. This is a very attractive design for a modern bungalow, 31 feet front and 56 feet 
deep including the piazza. There are seven rooms and bath all on the ground floor. The large 
front piazza, broad overhanging cornices, broad brick fireplace with an outside chimney, and the 
general outlines of the entire building make a most attractive home. The bathroom being 
placed at the rear of the kitchen makes a very compact and economical plumbing arrangement. 
The plans show cellar 7 feet 6 inches deep; first story is framed 8 feet 6 inches high. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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One set of Plans and Specifications, $11.00 
Two sets of Plans and Specifications, 14.00 


No. 1553. This cozy little 
bungalow home is unusually attrac- 
tive, and is designed to use all stock 
size materials for doors, windows, 
exterior and interior finish, which 
makes the most economical con- 
struction. The living room, with 
the pretty brick fireplace and beam 
ceiling, and the dining room, with 
pedestal opening with china closets, 
with glass closets in the base of 
pedestals, are very attractive fea- 
tures. All rooms except the living 
room open from the small central 
hall, also to the stairway leading to 
the space on the second floor, where 
two rooms may be finished if desired. 
The'rear entry, opening from the 
kitchen, has ample space for a re- 
frigerator; the pantry is conveniently 
located between the kitchen and 
dining room, and fitted with drawers, 
barrel closet, shelves, and cabinets. 
The outside dimensions are 26 feet 
front and 42 feet deep. The cellar 
extends under the entire house 7 
feet 6 inches deep. The first story 
is framed 8 feet 6 inches. 


FREDERICK H. GOWING, 
: Architect, Boston, Mass. 
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No. 844. This is a very attractive bungalow, with pretty reception hall, six rooms, and 
bath all on one floor. The rustic appearance of the large stone chimney and the rustic stone 
wall around the veranda, and the wide overhanging roof and the pergola in front, are very at- 
tractive features of this bungalow. The rear corner chamber can be used for a sun room if 
desired. The outside dimensions are 31 feet front and 38 feet deep not including veranda. The 
plans show the cellar 7 feet 6 inches deep under the entire house. First story is framed 8 feet 
6 inches high. This makes a cosy home for any location. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 828. This is a very attractive bungalow from every point of view. There are seven 
rooms and bath on the ground floor. The outside chimney is laid up in a special design with 
red brick and rock face concrete blocks. The piazza is finished with a concrete floor, piazza col- 
umns are supported on a brick pedestal with a concrete cap. The ground floor is 26 feet front 
and 46 feet deep. Plans show cellar 7 feet deep, first story 8 feet 6 inches. The outside walls are 
finished with wood shingle. The roof is covered with a composition roofing. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 554. This bungalow makes a cosy little home with five rooms and bath all on one floor. 
There is a cabinet kitchen with all necessary fittings, a large china closet in the dining room, ample 
wardrobe space in the chambers, a good-sized living room with a large brick fireplace, and a porch 
with rubble stone and cement finish. The broad overhanging cornices are very attractive features 
of this design, and every angle of this plan extends a cheerful welcome to everyone. The plan 
shows the cellar under the entire house 7 feet 6 inches deep; first story is framed 8 feet 6 inches. 
The outside dimensions of the house are 26 feet front and 42 feet deep including the porches. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 14.00 Architect, Boston, Mass. 
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One set of Plans and Specifications, $11.00 


Two sets of Plans and Specifications, 


15.00 


No. 822. A very at- 
tractive and well-designed 
bungalow suitable for al- 
most any location. The 
outside walls are finished 
with shingles. There are 
seven rooms and bath all 
on one floor, and a large 
amount of closet space and 
all modern improvements. 
Three good rooms and bath 
may be finished on the sec- 
ond floor if desired. The 
front veranda, 9 feet 6 
inches wide, extending 
across the entire front, 
makes a very attractive 
feature. The plans show 
cellar under the entire 
house 7 feet deep; first 
story, 8 feet 6 inches. Out- 
side dimensions 30 feet 
front and 42 feet deep. This 
is a substantial home that 
any man would be pleased 
to own. 


FREDERICK H. GOWING, 
Architect, Boston, Mass. 
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No. 783. An exceptionally attractive and well-arranged bungalow, designed to save steps 
for the housewife, to economize space, and to make the most attractive and convenient house 
possible for the money invested; the main living rooms are all on one side of the house, and the 
chambers and bath on the opposite side. The large living room and dining room are separated 
by a heavy beam resting on built-up columns, and finished with beam ceilings. The modern 
cabinet kitchen has all the culinary conveniences, and a large china closet, giving ample space 
for china. ‘The broad overhanging roof, with its long sweeping lines, keeps the hot sun from the 
upper portion of the exterior walls, making the house very comfortable in summer, and the exte- 
rior stone chimney for the large open fireplace inside, and the front porch with its heavy columns 
make a very pleasing effect. This bungalow is 34 feet front by 46 feet deep. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 849. ‘This is an artistic design for a bungalow, with outside cement finish on expanded 
metal lath, over wood frame, and is adapted to almost any location. Outside dimensions are 
30 feet front and 46 feet deep; the roof is covered with Spanish tile, which, with the broad over- 
hanging cornices and large piazza with heavy columns, make an unusually attractive exterior, 
and a careful study of the arrangement of rooms shows a very convenient housekeeping arrange- 
ment and economical construction. There is an unusual amount of closet space, a large pantry, 
a china closet with drawers and shelves, with glass doors in front. Plans show all open plumbing; 
rooms are framed 8 feet 6 inches high, and there is a cellar under entire house 7 feet 6 inches deep. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 350. This is a very popular bungalow with six rooms and bath all on one floor. The 
breakfast room at the rear, opening directly from the kitchen and the hallway, is quite an at- 
tractive feature of this design. The living room and dining room occupy the entire front of the 
house. There is an unusually large china closet in the dining room. The kitchen is of good size 
and fitted with a large amount of cabinet space. The fireplace and the outside chimney, as well 
as the front veranda columns, are made with concrete blocks. The ground floor is 33 feet front 
and 42 feet deep exclusive of piazza. Approximate estimates of the cost of construction will be 
given upon request. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 


One set of Plans and Specifications, 
Two sets of Plans and Specifications, 
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FREDERICK H. GOWING, 
Architect, Boston, Mass. 
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No. 326. This is a very attractive bungalow, with a broad front veranda and wide overhang- 
ing roof, and bay windows and window seats. The large fireplace and beam ceiling in the living 
room, and the dining room with circular casement windows and window seats, are special features 
of this plan. There are six rooms, reception hall, and bathroom on the first floor, and two large 
rooms and a large sleeping balcony finished in the second story. There is also an unusual amount 
of closet space, which is a very important feature in all dwellings. 
8 feet 6 inches, the second story 8 feet. The outside dimensions are 45 feet front and 30 feet deep. 
The plans show the cellar 7 feet deep under the entire building. 
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No. 359. <A very attractive moderate cost bungalow with five rooms and bath on the first 
floor, and built on very economical lines. A wide veranda extends across the entire front and 
around the side of the dining room. The broad sweeping roof, with the overhanging cornices, 
makes a very artistic effect. The main entrance is from the veranda directly to the large living 
room, which is separated from the dining room by a deep beam supported on two columns, which, 
with the beams on the ceilings of the living room and dining room, makes a very attractive feature. 
There is a large pantry between the dining room and the kitchen fitted with an unusual amount 
of shelving, a case of drawers, and a barrel closet. The laundry trays and the sink are located in 
one corner of the kitchen directly opposite the bathroom fixtures, which makes a very economical 
plumbing arrangement. There is ample space on the second story to finish three large rooms if 
desired. The plans show walls and roof finished with shingle, cellar under the entire building, and 
all open plumbing. The outside dimensions are 42 feet front and 28 feet deep exclusive of the 
veranda. The first story is framed 8 feet 6 inches; cellar is 7 feet 6 inches. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 817. ‘This is a substantial well-designed plan on pure bungalow lines. It is a very 
inexpensive house to build and makes an ideal home. The wide opening between the living 
room and the dining room, finished with a pedestal and columns, makes a very attractive feature 
of this home, as the two rooms can be used separately or as one large room if desired. The 
broad overhanging roof, covering the entire piazza as well as the main house, and the Dutch 
casement windows in front, make a very pleasing effect, and also make unusually well-lighted 
and well-ventilated rooms. The plans show all modern improvements. ‘The cellar is finished 
7 feet 6 inches deep under the entire house. The first story is framed 8 feet 6 inches: outside 
walls are shingled; outside dimensions of the house, 42 feet front and 28 feet deep exclusive of 
the piazza. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 826. This is a very convenient moderate cost bungalow home with all large and well- 
lighted and ventilated rooms. The broad front veranda and the casement windows, with the 
heavy timber construction of the front veranda, and the large living room and dining room occu- 
pying the entire front of the house, with broad fireplace and outside chimney, are very attractive 
features of this bungalow. The front is 42 feet by 28 feet deep. Cellar is 7 feet 6 inches deep. 
The first story is framed 8 feet 6 inches; the exterior walls are covered with Oe shingles. All 
our plans are made for a cellar, and suitable for any climate. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 871. This is a particularly attractive bungalow, suitable for any suburban location. 
The veranda on the front and one side of the house is 10 feet wide, one end of which can be en- 
closed for a sun room if desired; from this the entrance is to a vestibule in which is a large coat 
closet. There is a commodious living room with a large brick fireplace, and the stairway leading 
from the living room to the second story. There are five good rooms and bath on the first floor 
and two chambers on the second floor. The outside dimensions are 40 feet front and 27 feet 
deep. ‘The plans show the cellar 7 feet 6 inches deep. The first story is framed 8 feet 6 inches 
and the second story 8 feet. The outside walls are covered with shingles, and the roof is covered 
with a guaranteed composition roofing, which makes a very attractive appearance. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 14.00 Architect, Boston, Mass. 
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No. 657. This pretty bungalow home is only 36 feet front and 25 feet deep, yet there are 
five large rooms and bath and spacious closets all on one floor; three rooms can be finished on 
the second floor if desired. Plans show living room 13 feet by 21 feet, with beam ceiling and 
large brick fireplace and mantel. Inside walls are finished with plaster and yellow pine finish 
and hardwood floors. The main front entrance is to a large vestibule, with a coat closet, and 
to the living room. This is an important feature in an exposed location. There is an unusual 
amount of closet space, and all rooms are good size. This plan can be easily changed to suit 
any location or size of lot. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 14.00 Architect, Boston, Mass. 
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No. 1622. This bungalow makes a cozy home, and is designed to use all stock size materials 
for doors, windows, interior and exterior finish, which effects the greatest economy in the cost 
of construction. The living room with the beam ceilings and broad brick fireplace, and pedes- 
tal opening to the dining room, with pretty bookcases, are all very attractive features. The 
kitchen is fitted with cabinets, drawers, soapstone sink and laundry trays; there is ample space 
for a large refrigerator in the rear entry opening from the kitchen; the cellar extends under 
the entire house 7 feet 6 inches deep. ‘The first story is framed 8 feet 6 inches high; the out- 
side dimensions are 40 feet front and 26 feet deep. 


One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 587. This is a single frame bungalow, 35 feet front, 30 feet deep, including the front and 
rear piazza. It is a very attractive moderate cost bungalow, having a large living room with a 
pretty brick fireplace in the center. This requires but one chimney with two flues, which makes 
quite a saving in cost. There are five rooms and bath all on one floor, with ample closet space, 
and a large pantry with shelves, barrel closet, and drawers for table linen. There is a stairway 
leading to the second story, where two good rooms and bath can be finished if desired. The cellar 
is 7 feet 6 inches deep; the first story is framed 8 feet 6 inches high. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 14.00 Architect, Boston, Mass. 
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No. 762. This is a very compact six-room bungalow, with very pretty exterior lines and 
economical construction. The house is 36 feet front by 38 feet 6 inches deep, with six finished 
rooms on the first floor. There is a stairway leading from the rear entrance hall to the second 
floor unfinished space. Two rooms can be finished on the second floor if desired. There is a 
large brick open fireplace in the reception hall that radiates heat and light to the dining room 
and living room, and a beamed ceiling. The plans show all modern improvements, and open f 
plumbing, with sink and laundry trays in the kitchen. 


— 


One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 1606. This is one of the most attractive bungalows possible to build at any price. The broad front 
piazza, with concrete floor, should last a lifetime without repairs. The lower portion of the outside walls, to 
the bottom of the windows, is finished with cement concrete; the upper portion of the walls is finished with 
a wood shingle. All rooms are arranged to give the best possible light and ventilation. The ceiling of the 
living room is finished with wood beams placed over the plaster, forming panels, of the same material as the 
finish of the room. The large pantry is located directly between the dining room and kitchen; the sink and 
laundry trays are placed in the kitchen near the pantry. The kitchen range and the fireplace are connected 
to the same chimney with two flues, which makes quite a saving in the cost. There is a pretty box seat with 
a hinged cover placed at each side of the fireplace. There is a large amount of closet space and also large 
storage space on the second floor. This is a home that any one would be pleased toown. The cellar is finished 


7 feet 6 inches deep, with a concrete floor. The first story is framed 8 feet 6 inches. The outside dimensions 
of the main house are 41 feet front and 26 feet deep. 


One set of Plans and Specifications, $15.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 18.00 Architect, Boston, Mass. 
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No. 640. This bungalow is a very popular design, is adapted to almost any location, and 
makes an ideal home, as it has all modern improvements; and with its broad, sweeping front 
gable and large piazza makes a very pleasing exterior. There are six rooms and bath all on the 
first floor, with large closets for each chamber and a broad brick fireplace in the living room. 
This bungalow is 45 feet front and 31 feet deep exclusive of piazza. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, (15.00 Architect, Boston, Mass. 
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No. 639. A very pretty, modern, substantial bungalow, 31 feet front and 45 feet deep, with 
six large rooms on the first floor. The plans show cellar 7 feet 6 inches, first story 8 feet 6 inches, 
with sink and laundry trays in the kitchen; bathroom, with all open plumbing and with white 
porcelain enamel fixtures. There is a large brick fireplace with a brick mantel in the living room. 
Columns between living room and dining room resting on a paneled pedestal support a beam 
above and divide the living room and dining room, so that these two rooms may be used sepa- 
rately or as a whole as desired. This plan makes a most attractive home for any location. 


FREDERICK H. GOWING, 


One set of Plans and Specifications, $11.00 
Architect, Boston, Mass. 


Two sets of Plans and Specifications, 14.00 
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No. 949. This unusually attractive bungalow has six rooms and bath all on one floor. The 
large front piazza is all enclosed with glass, making a very attractive sun room. ‘There is a very 
attractive reception hall, which may be added to the living room if desired. There is ample 
space in the rear entry for laundry trays and refrigerator. There is ample space in the second » 
story for two chambers. The outside dimensions are 30 feet front and 38 feet deep exclusive of 
veranda. Plans show cellar 7 feet 6 inches deep. ‘The first story is framed 8 feet 6 inches. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 944. This is a very attractive bungalow suitable for almost any location. There are all 


modern improvements, with laundry trays, open plumbing, china cabinets, and a very attractive 
and economical arrangement of rooms, and other easy housekeeping features. The plans show 
the cellar 7 feet 6 inches deep. The first story is framed 8 feet 6 inches. Outside dimensions 
are 24 feet front and 44 feet deep. 


One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston,’ Mass. 


No. 1460. This is an unusually 
attractive moderate cost bun- 
galow with six rooms and bath 
all on one floor. The bathroom 
is conveniently located between 
the two chambers, opening from 
a small central hall. The living 
room is finished with a brick fire- 
place and mantel and a beam 
ceiling. ‘There are two neat book- 
cases finished in the _ pedestal 
between living room and dining 
room. China closet in the dining 
room is finished with drawers, 
shelves, and glass doors. The 
laundry trays and the sink are 
located in the kitchen; the trays 
can be placed in the basement 
if desired. The entry is large 
enough for a refrigerator. The 
pantry is finished with a barrel 
closet, a case of drawers, and a‘large amount of shelf space. 
A cellar extends under the entire building. The exterior 
walls are covered with wood shingles. The front porch floor 


: Moule ae is of concrete and should last a lifetime. The first story is 
: Nin i i i —o framed 8 feet 6 inches. The cellar is 7 feet 6 inches deep; 
eres i ae outside dimensions are 26 feet front and 49 feet deep. | 


Vfesaks |! (349° 1556 
|| PORCH - 
80/60 One set of Plans and Specifications, $10.00 


Two sets of Plans and Specifications, 13.00 
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No. 829. The design of this bungalow appears to extend a cheerful greeting to everyone who 
enters. There are six rooms and bath on the first floor. All rooms except the dining room open 
from a small hall in the center, so that each room may be reached without going through another. 
The dining room and living room are on the front, which is quite an attractive feature. There is 
a large open fireplace in the living room; the bathroom is located between two chambers. There 
is a large china closet in the dining room; the laundry trays and the sink are located in the 
kitchen. This plan contains all the latest improvements, and has a very attractive exterior as well 
as a very cosy and homelike interior. The outside dimensions are 26 feet front and 43 feet deep. 
The plans show the cellar 7 feet 6 inches deep; the first story is 8 feet 6 inches. Note the large, 


convenient closets in each room. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 


No. 502. This delightful little bungalow is a perfectly designed home for a small lot, and 
combines most attractive features and low cost. Note the well-lighted chambers, and the bath- 
room between; the pantry is conveniently located between the kitchen and dining room, with a 
large amount of shelf space and a case of drawers and a barrel closet. There are five good rooms 
all on one floor, and stairs leading to the storage space above. The first story is framed 8 feet 
6 inches high. The cellar extends under the entire house 7 feet 6 inches deep, giving ample space 
for heater and fuel storage. Outside dimensions are 26 feet front and 42 feet deep. 


One set of Plans and Specifications, $10.00 pREDERICK H. GOWING, 
Two sets of Plans and Specifications, 13.00 Architect, Boston, Mass. 
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No. 782. A very neat design for a bungalow, built of hollow, rock-face concrete blocks, with piazza buttress 
of the same material, and with a concrete piazza floor. The roof is covered with best quality cedar shingles. 
The interior floors are all hardwood. House is plastered two coats throughout. There are five good-sized rooms, 
all on the first floor, with beamed ceiling and large open fireplace in the living room. 

The kitchen, pantry, and dining room arrangements are very compact and convenient, the dining room 
being reached through the pantry or through a small hall, as desired. 

The bathroom is fitted with porcelain enameled fixtures and nickel-plated fittings. The laundry trays and 
the sink are located in the kitchen, making a very convenient housekeeping arrangement. There is a large 
amount of storage space on the second floor under the roof. 


The first floor is 25 feet front and 41 feet deep. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 14.00 Architect, Boston, Mass. 


CHAMBER 
96". 10-0" 


CHAMBER 
IES" x 12-6" 


LIVING Room 
IG. 13-9" 


FIRST FLOOR |} 


No. 1627. ‘This is a modest little home that so many have been looking for, with the piazza 
and all rooms under one roof, straight lines of partitions,and a very easy house to build, with small 
floor area and every improvement that you would find in a more expensive dwelling, but on a 
smaller scale. The kitchen and pantry arrangement is convenient, and large enough for a family 
of four. The design is well adapted to a corner or an inside lot, as desired. The kitchen, pan- 
try, and bathroom walls are finished 3 feet 6 inches high with wood sheathing; other walls are 
plastered and finished with a neat design of wall paper. The kitchen and bathroom plumbing 
are on opposite sides of the partition, and connected to the same line of soil pipe, and the fire- 
place and kitchen range are on the same chimney. ‘These items make quite a saving in the cost 
of construction. The outside walls are covered with wood shingle. The cellar is finished 7 feet 
6 inches deep, with a concrete floor. The first story is framed 8 feet 6 inches high. The out- 
side dimensions are 24 feet front and 38 feet deep including piazza. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 13.00 Architect, Boston, Mass. 
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No. 1560. This cozy little cottage home has a very attractive exterior and conveniently 
arranged rooms. ‘The bathroom is located at the rear, so that both bath and kitchen plumbing 
are connected to the same line of soil pipe. The large pantry is finished with shelving and broad 
counter shelf, with barrel closet and a case of drawers below the counter. There is a convenient 
linen closet in the hall, with wide shelves filling the entire space. There is an attractive brick 
fireplace located in the den; this could be placed in the living room if desired. The cellar is 
finished 7 feet 6 inches deep, with a concrete floor. The first story is framed 8 feet 6 inches, 


second story 8 feet. The outside dimensions are 27 feet front and 34 feet deep. Order plans 
now. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 


Two sets of Plans and Specifications, 14.00 Architect, Boston, Mass. 
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No. 1620. This makes a very cozy, pretty suburban home. ‘The exterior walls are finished 
with colonial siding. There are five good rooms with a pretty sun room opening from the rear 
chamber. The dining room is finished with a china closet with shelves, glass doors, and drawers 
for table linen. A sink and two laundry trays are placed in the kitchen. All of the plumbing 
is white porcelain enameled, with nickel-plated brass pipes where exposed. All floors are finished 
hardwood. This makes an unusually attractive low-cost home. The cellar is finished 7 feet 
6 inches deep. The first story is framed 8 feet 6 inches, and there is a large amount of storage 
space on the second floor. The outside dimensions are 26 feet front and 40 feet deep. 


One set of Plans and Specifications, $12.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, .15.00 Architect, Boston, Mass. 
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No. 721. This is an ideal little cottage home with five rooms and bath on the ground floor, 
and large amount of storage space in the second story. There is a modern cabinet kitchen with 
shelves, barrel closet, and case of drawers for table linen. The kitchen plumbing and the bath- 
room plumbing are connected to the same line of soil pipe, which makes quite a saving in the 
cost of plumbing. The dining room is fitted with large china closet with shelves, glass doors, 
and drawers below. The plans show a dormer window on the front, to give light and ventila- 
tion to the second story. The outside dimensions are 24 feet front and 33 feet deep. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 14.00 Architect, Boston, Mass. 
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No. 535. This is a moderate cost bungalow with five rooms and bath on one floor and a 
large front and rear piazza. This is particularly suited to an elevated location. The outside 
walls are covered with shingle. There is a large brick fireplace in the living room. A portion of 
the rear piazza can be screened in, if desired, making a very pleasant outdoor sleeping room. 
This bungalow is 33 feet 6 inches front and 30 feet deep not including the piazzas. Cellar is fin- 
ished 7 feet, first story 8 feet 6 inches. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, -15.00 Architect, Boston, Mass. 
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No. 594. <A very pretty modern bungalow 30 feet 6 inches by 38 feet 6 inches, with five 
rooms and bath, all on one floor. Plans show cabinet kitchen with porcelain enameled sink. 
Bathroom with porcelain enameled tub, wash bowl, and combination closet; all hardwood floors 
and finish. Cellar, 7 feet 6 inches; first story frame, 8 feet 6 inches. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 


DINING ROOM | 
12-0"x12-0" || 


"LIVING Room} 
1240", 16-0" 


ouags 
9: 


No ey 
FIRST FLOOR 
594 Frcowine 


il 


\ 


(py 
ie i 


<a 


yl 


ee re Ml 
DT ey 


: cr GUTH 


CHAMBER 
KITCHEN , 10:6" 12'6" || 
8'°6"* 11-0" 


| DINING ROOM 


LIVING ROOM 


PIAZZA 


ime 
Pr uses 


FIRST FLOOR PLAN 
565 


A 


CHAMBER 
9-8". IF 2 


nA = GCHAMBER 
10-9"x 12°8" 


CHAMBER 
1T-0"x 184" 


No. 565. <A very pretty modern bungalow with large living room, dining room with pretty 
built-in china closet, kitchen, chamber, and bathroom on the first floor, and three large chambers 
on the second floor. The bathroom can be placed on the second floor, if desired, at a slight ad- 
ditional cost. This is a most economical plan to build, as careful study has been made in laying 
out partitions and various other items for the construction of the building to get the best possible 
results at the lowest possible cost. Plans show first story 8 feet 6 inches, second story 8 feet, 
with all open plumbing and cement cellar. Plans furnished as shown or reversed. 


FREDERICK H. GOWING, 
Architect, Boston, Mass. 


$12.00 
15.00 


One set of Plans and Specifications, 
Two sets of Plans and Specifications, 
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No. 451. This cottage bungalow makes an ideal home with four rooms on first floor, with 
bath and all open plumbing, and two chambers on the second floor. The plans show cellar 7 feet 
6 inches, first story 8 feet 6 inches, second story 8 feet. Walls and roof are shingled; a large 
fireplace can be built in the living room if desired. This bungalow is suitable for a small lot, 
being only 24 feet wide and 34 feet deep. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 14.00 Architect, Boston, Mass. 
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No. 325. This is a very attractive little bungalow showing heavy timber construction, with 
a rustic stone wall around the veranda, stone fireplace and chimney, and concrete veranda floor. 
The walls are covered with red cedar shingle. The roof is covered with composition roofing. 
There are five rooms and bath, all on the ground floor. Working plans show the cellar 7 feet 
6 inches deep; the first story 8 feet 6 inches high. The ground floor is 36 feet front and 24 feet 
deep. This house is designed for economy in construction, as particular attention has been given 
to use all stock size material and make rooms as large as possible, and with closet space and other 
conveniences arranged with the least possible expense. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 1269. This cozy little bungalow home is finished with all modern improvements, all 
open plumbing, finished hardwood floors, furnace heat; but steam or hot water heat can be sub- 
stituted, if desired, at a slight additional cost. The wide brick fireplace in the living room is 
conveniently located so that the kitchen range and the fireplace are connected to the same chim- 
ney. ‘The exterior walls are covered with wood shingle. The plans show the cellar 7 feet 6 inches 
Ee The first story is framed 8 feet 6 inches. The outside dimensions are 36 feet front and 23 

eeldcep: 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 12.00 Architect, Boston, Mass. 
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No. 1198. <A cozy little bungalow home for two, with four rooms all on one floor. Out- 
side dimensions are 18 feet front by 30 feet deep. Plans show cellar 7 feet deep; first story is 
framed 8 feet high. All open plumbing, with hot and cold water, and furnace heat. ‘There is 
a large amount of storage space on second floor. Plans include all necessary details of construc- 
tion. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 12.00 Architect, Boston, Mass. 
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No. 392. <A cozy, low-cost little bungalow home with four rooms and bath all on one floor. 
House is 21 feet 6 inches front by 34 feet deep. Plans show cellar 7 feet 6 inches, first story 8 
feet 6 inches, with all open plumbing, hot and cold water, and furnace heat. ‘There is a large 
amount of storage space on second floor which can be used for a sleeping room if desired. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 


1 
sin 


_ KITCHEN 
7x19 of 8x10 


CHAMBER 
10 *10 


CHAMBER LIVING ROOM 


12%*1I2 18 x12 | 


PIAZZA 
Sup 
{J 


a 


—————— 
T.H.GOWING 9|2 


No. 912. This cosy little bungalow has five rooms and bath all on the ground floor, with 
large amount of storage space above. The bathroom is fitted with all open plumbing. The 
sink is placed in a cabinet kitchen, which is fitted with shelves and closets. This makes an ideal 
little summer home at a very low cost. The exterior walls are covered with novelty siding. 
The house may be placed any convenient height above the ground, as it is set on posts carefully 
braced. The interior walls can be finished with wall board or plaster, as desired. The outside 
dimensions are 30 feet front and 22 feet deep. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, ; 
Two sets of Plans and Specifications, 12.00 Architect, Boston, Mass. 
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No. 709. This is a very convenient, well-arranged bungalow, 30 feet front and 22 feet deep, 
for either summer use or a year-round home, and is particularly adapted to an elevated location. 
There are five good-sized rooms and a large piazza, and with the large well-lighted living room 
and dining room and the open fireplace make a very attractive little home. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 13.00 Architect, Boston, Mass. 


No. 662. <A log cabin bungalow, 29 feet front and 41 feet deep, with a large field stone 
fireplace in the corner of the living room. Exterior walls are built throughout with logs as taken 
from the woods. Balcony rails and piazza posts are of the same material. On the second floor 
are three large chambers and bathroom, with sheathing partitions. The floors are matched 
hard pine, dressed on both sides, with the log beams showing on the ceiling of the first story. 
Each story is framed 8 feet high. 


One set of Plans and Specifications, $20.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 25.00 Architect, Boston, Mass. 
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No. 656. A cozy little rustic bungalow 17 feet by 28 feet exclusive of piazza. There is 
a field stone fireplace in the living room, storage space under the roof, and a large piazza. The 
exterior walls are boarded, then covered with a heavy waterproof paper; then the outside is finished 
with slabs, to give the appearance of a log cabin, and is suitable for a year-round house if desired. 
Complete details of construction are given on the plans. This makes an ideal little three-room 
cottage home. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 12.00 Architect, Boston, Mass. 


No. 669. This pretty little rustic bungalow makes an ideal home for a suburban location. 
It is 33 feet front, 24 feet deep, and is well adapted to an elevated location. The large pergola 
on the front, opening direct to the living room, with the broad open fireplace, is a very attractive 
feature. The bathroom fixtures adjoining the kitchen plumbing makes a most economical plumb- 


ing arrangement. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 940. This is quite an attractive little home, with four rooms and bath on the first floor, 
and one good chamber and ample storage space on the second floor. The outside walls are fin- 
ished with beveled siding. The cellar is 7 feet deep. The first floor is framed 8 feet 6 inches 
and the second story 8 feet. The outside dimensions are 30 feet front and 24 feet deep. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 950. This is a very attractive little bungalow for a summer or year-round home with 
five rooms and bath all on one floor. There is a good-sized pantry, with ample shelf space, and 
the sink and laundry trays are located in the kitchen directly opposite the bathroom plumbing, 
making a very economical plumbing arrangement. The outside walls are finished with siding; 
the roof is covered with a guaranteed composition roofing. The outside dimensions are 25 feet 
front and 33 feet deep. The plans show the cellar 7 feet deep; the first story is framed 8 feet 
6 inches high. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 14.00 Architect, Boston, Mass. 
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No. 670. <A good, plain, substantial low cost bungalow home, 33 feet front, 27 feet deep, with 
a large living room with brick fireplace, and all modern improvements. Glass doors can be 
placed in the cased opening between the living room and dining room if desired. - There is a 
wide window seat and a set of Dutch casement windows at the rear of the dining room. Note 
the convenient cabinet kitchen fitted with cabinets with wide shelves and glass doors, and the 
recess at the rear for a large refrigerator. The front piazza may be carried across the entire front, 
if desired, at a small additional cost. The cellar is finished 7 feet 6 inches deep under the entire 
building, with a concrete floor. The first story is framed 8 feet 6 inches high. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 14.00 Architect, Boston, Mass. 
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No. 913. This is quite an attractive little bungalow, with four rooms on the first floor and 
two chambers on the second floor. The main entrance is from the piazza directly to the living 
room. The kitchen plumbing and the bathroom plumbing are connected to the same soil pipe. 
There is a large pantry, and ample space for a refrigerator in the entry. The outside walls are 
finished with best quality shingle. The outside dimensions are 25 feet front and 34 feet deep. 
The plans show the cellar 7 feet deep. The first story is framed 8 feet 6 inches and the second 


story 8 feet. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 13.00 Architect, Boston, Mass. 
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No. 830. This is a type of a Western bungalow adapted to cold climate conditions. There 
are eight rooms and bath on the ground floor, and a cellar under the entire building, with a concrete 
floor; stairs lead down under the closet in front of the bathroom. The heavy timber effect, with 
the outside stone chimney and the rubble stone wall around the piazza, with a broad cement cap, 
are very attractive features of this design. The ground floor is 28 feet front and 50 feet deep 


not including the piazza. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 14.00 Architect, Boston, Mass. 
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No. 1559. This beautiful bungalow home has a very charming exterior and a most convenient and well- 
arranged interior. The front veranda rail is built up with rough brick. The broad overhanging roof, the circular 
front bay window, and the outside fireplace give this house an air of distinction and refinement. Wood finish 
beams are placed on the ceilings of the living room and dining room. The two openings leading from the living 
room are finished with a wide pedestal with bookcases and china closets in each. The kitchen is large and 
convenient, and finished with cabinets with doors, giving more shelf space than would be possible in the average 
pantry. There are stairs leading to the basement, also to the second story, where two large chambers or a 
billiard room can be finished, as desired. The bathroom fixtures are white porcelain enameled, with nickel- 
plated pipes and fittings. There are large closets in each room, and bathroom, and ample space for refrigerator 
in the rear entry. The cellar is finished 7 feet 6 inches deep. The first story is framed 8 feet 6 inches. The 
outside dimensions are 32 feet front and 49 feet deep. 


One set of Plans and Specifications, $12.00. FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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A MODEL ALL GAS EFFICIENCY KITCHEN 

Arranged by Good Housekeeping Institute A ‘‘Pittsburg-Bungalow”’ Furnishes the Hot Water 


“Pittsburg-Bungalow”’ Automatic Gas Water Heaters 
“Pittsburs’’ Automatic Gas Water Heaters 


ALL SIZES FOR ANY TYPE OF HOME. SEND FOR BOOKLET 


FRED K. WELLS SALES COMPANY boston wass’ 
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THEORIGINAL SIPHON REFRIGERATOR 


FACTORY, ST. PAUL, MINN. 


For 


Residences 
Hotels 
Cafes 
Grocers 
Butchers 
Cafeterias 


Restaurants 


S. G. GRAY, Manager 
82 WASHINGTON ST. :: BOSTON, MASS. 


C. A. MUESSEL, Manager 
399 MADISON AVE. #: NEW YORK CITY 


Special Sizes To Order 


Exclusive Agents in All Cities Exclusive Agents in All Cities 
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No. 446. This is a very pretty English cement cottage with concrete foundation walls, and 
concrete terrace and balustrade. The exterior walls are finished with cement stucco applied on 
expanded metal lath, with pebble dash finish. The living room, occupying one entire side of the 
house, is most attractively planned, with a large brick fireplace, with upholstered seat on either 
side. Between the living room and the front hall, and between the dining room and front hall, 
is a pair of French doors. On the second floor there are four chambers and bath; the cellar is 
7 feet 6 inches deep; first and second floors are each finished 8 feet 6 inches in the frame. Outside 
dimensions are 38 feet 6 inches front and 22 feet deep. 


One set of Plans and Specifications, $15.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 18.00 Architect, Boston, Mass. 
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No. 845. This is a cosy little bungalow built with four rooms and bath on the ground floor. 
The laundry trays and sink are located in the kitchen. There is an entryway at the rear of the 
kitchen with ample space for ice-chest, and a good-sized pantry. There is a china case in the 
dining room with drawers and shelves above with glass doors in front. This bungalow is 22 feet 
front and 34 feet deep exclusive of front piazza. The plan shows the cellar 7 feet deep; the 
first story is 8 feet 6 inches. Stairs lead down under the closet in front of the bathroom. 


One set of Plans and Specifications, $10.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 14.00 Architect, Boston, Mass. 
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RECEIVADOR 


THE MODERN REAR DOOR. It receives, in your absence; it safely 
guards from Theft, Rain, Cold, Heat, or Animals, any articles of the 
sort that are commonly delivered by the grocer, laundryman, department 
store, or Postal Service. 


IT IS SIMPLE, SECURE, AUTOMATIC. 


It is a saver of time and of steps. It saves a person upstairs from 
coming down expressly to take in parcels. 

It saves your clean kitchen and entry floor from being soiled by the 
shoes of deliverymen. 

It allows the Homemaker to shop or visit at will without the haunting 
care of possible deliveries. 

It is a Genuine Safe Deposit Box. When goods have been delivered 
and the Cabinet Door shut, the Automatic Lock renders it impossible to 
open it again from the outside. 


WE ARE SOLE AGENTS AND DISTRIBUTORS FOR NEW ENGLAND 


Send postal card for circular and prices or, better still, drop in and let us 
SHOW YOU these new doors, and also our complete line of 


DOORS, WINDOWS, BLINDS, AND FRAMES 
ASPHALT ROOFING, JAPROID SHINGLES, WALL BOARD FOR PANELS, AND SPECIALTIES 


DO he CON VINIENCGH SAKE 


Convenient Receiving 


Phone, Haymarket 3264 


96 CANAL STREET, BOSTON, MASS. 
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THE BROCKWAY-SMITH CORPORATION 


Beauty! Economy! Permanence! 


HOME of unsurpassed beauty can 
be built from the various effects 


obtainable in our **THARVARD” BRICK 


for little more than a house of wood. 
BRICK construction minimizes depre- 
ciation, heating, and insurance. 

FIRST COST IS LAST COST 
A home of BRICK mellows with age, 


making a most satisfactory and permanent 
heritage for each successive generation. 


NEW ENGLAND BRICK COMPANY 


Manufacturers of 
“HARVARD” and Common Brick 


18 Post Office Square BOSTON 9, MASS. 


Plants in New England and New York 
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No. 943. This is a very attractive brick residence, and suitable for almost any city or sub- 
urban location. There are four large rooms and a conservatory or sun room on the first floor, 
five chambers and bath on the second floor, and three finished rooms on the third floor. The 
plans show the cellar 7 feet 6 inches deep. The first story is framed 8 feet 6 inches, the second 
story 8 feet 6 inches, and the third floor 8 feet. The ground floor is 36 feet front by 48 feet deep 
including the ell. 


One set of Plans and Specifications, $35.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 40.00 Architect, Boston, Mass. 
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No. 514. This is a very compact plan for a twelve apartment dwelling with living room, 
dining room, chamber, reception hall, cabinet kitchen, with gas ranges, and bathroom for each 
apartment, designed for one general steam heating plan and continuous hot water; all open 
plumbing, and electric light. Cellar is 7 feet 6 inches deep. Each story is framed 8 feet 6 inches. 
Ground floor is 57 feet front and 54 feet deep; this being planned on very economical lines, with 
no waste space, but with ample closet room and modern housekeeping conveniences. This can 
be built to pay about 20% on total cost of the investment in any good locality. 


One Set of Plans and Specifications, 
Two Sets of Plans and Specifications, 


FREDERICK H. GOWING, 


Architect, Boston, Mass. 


PLUMBING SUPPLIES—T= Largest House in New England BATHROOM OUTFITS 


The House That Gives You Service CALL AND SEE US 


F. W. WEBB MANUFACTURING CO. BOSTON. MASS. 


STEARNS CYPRESS 


We Deal in 
Everything in Lumber and Wood Work for Builders 


We Specialize in 
CYPRESS LUMBERS CYPRESS GUITERS, Ete, 


CYPRESS PIAZZA FLOORING 
CYPRESS DOORS 


Write for Catalog No. 11 and Prices 


The A.T.Stearns Lumber Co. 


Neponset, Boston, Mass. 


No. 873. This is a cosy, attractive bungalow cottage, with wide front veranda enclosed with 
glass, making a very attractive sun room. The entrance is direct to the reception hall, with a large 
closet and stairway, with pretty window seat, and broad living room with beamed ceiling, and brick 
fireplace and mantel. There is a wide pedestal opening between the living room and the dining room. 
The kitchen is conveniently located for easy housekeeping, with entry with ample space for re- 
frigerator. The pantry, between the kitchen and dining room, is finished with closets, drawers, and 
other convenient accessories. The library or den opens direct from the reception hall; this can be 
used as a chamber if desired. On the second floor are three large chambers, with large bathroom 
fitted with all white enameled fixtures. There is also an unusual amount of closet space. The porte 
cochere on the side can be omitted or built as shown. The exterior walls can be covered with shingles 
or cement stucco, as preferred. Windows, doors, and other mouldings are all stock sizes, so that all 
materials can be purchased in the open market at a minimum cost. The plans show the cellar 7 feet 
6 inches deep under the entire house. The first story is framed 8 feet 6 inches, the second story 8 feet. 
The outside dimensions are 30 feet front and 41 feet deep. 


One set of Plans and Specifications, $15.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 18.00 Architect, Boston, Mass. 
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No. 848. This isa very unusual designed bungalow with five rooms and bath on the first floor. 
The living room extending through the center, with the piazza at the front and a brick area at the 
rear, makes a living room that is particularly cool and comfortable in the summer, and very easily 
warmed in the winter. ‘The exterior walls are covered with a special shingle. Plans show the 
first floor 40 feet front and 30 feet deep. The cellar is 7 feet 6 inches deep, with stairs leading 
down from the kitchen; the first story is 8 feet 6 inches high. The plans show all modern im- 
provements with bathroom and kitchen fittings, but any feature may be omitted or others added 
to meet individual requirements. 


One set of Plans and Specifications, $11.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 485. This is a very pleasing design for a three-flat apartment house. There are six 
good-sized rooms and large reception hall on each floor, with a large amount of closet and storage 
space. The living room, dining room, and kitchen being on one side of the house, and chambers 
and bathroom on the other, makes a very convenient arrangement. Each apartment is en- 
tirely separate. The house is 36 feet front and 38 feet deep exclusive of piazza. Plans show cellar 
7 feet 6 inches; each story is framed 8 feet 6 inches. The walls and roof are covered with best 
quality cedar shingle. 


One set of Plans and Specifications, $20.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 25.00 Architect, Boston, Mass. 
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BOSCH-PEATS 


Wall Papers 


‘““Make HOMES Out of Houses’’ 


When you decide to build, you consult 
an architect. 


When you are ready to decorate— 
consult us. 


Expert advice insures the best results. 


We offer you our service without 
charge or obligation. 


Tell us the plan number in this book 
which you decide on and we will 
suggest the decorative scheme. 


HENRY BOSCH COMPANY 
ALFRED PEATS BRANCH 


118 Summer Street Boston, Mass. 
FACTORY AT CHICAGO 
OTHER STORES AT NEW YORK, CHICAGO, NEWARK 
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Glenwood Furnace 


Glenwood 


Ranges and Furnaces 


The Gold Medal Glenwood 
combination coal, wood and 
Gas Range is two complete 
modern ranges, using differ- 
ent fuels, skilfully built into 
one stove for greater conven- 
ience. Although less than four 
feet long, it can do every kind 
of cooking for any ordinary 
family by gas in warm weath- 
er, or by coal or wood when the 
kitchen needs heating. 


Glenwood Gas Ranges excel 
in finish and workmanship. 
They weigh more, are put to- 
gether better, and burn less gas 
than most ranges. Owing to 
their sturdy construction and 
fine workmanship, they will 
stand the intense heat and last 
much longer than the ordinary 
kind. 


The Glenwood Furnace is 
just what you’ve been looking 
for in a warm air heater. Not 
light weight or shoddy built, 


but massive and strong like the Glenwood Range, and a power- 
ful and economical heater. You Take No Risk in buying for 
each Glenwood Range or Furnace is guaranteed by the makers 
to give the service and satisfaction that it was intended to give. 


Write for handsome free booklets to 


WEIR STOVE COMPANY, TAUNTON, MASS. 


Manufacturers of High Grade Cooking and Heating Apparatus. 


F. H. GOWING, Arcuirect, Boston, Mass. 
Stained with Cabot’s Creosote Stains 


Cabot’s Creosote Stains 


Preserve the Wood 
50% Cheaper than Paint 
Rich, Velvety, Lasting Colors 


Ne intelligent man or woman can stain with Cabot’s 
Stains. No skill is required, as with paint. The work can 
be done twice as fast as painting. The saving in material and 
Jabor is one-half, and the results are far better—much more 
artistic and attractive colorings, greater wood preservation. 
Over thirty-five years’ use has proved the value of these Stains 
for this era of high prices and labor shortage. 


You can get Cabot’s Stains all over the country. Send 
for stained wood samples and name of nearest agent 


SAMUEL CABOT, Inc. 


MANUFACTURING CHEMIST 
11 Oliver St., Boston 24 W. Kinzie St., Chicago 
331 E. 4th St., Los Angeles 


URNEY iapiators 
RADIATORS 

Represent the highest degree of perfection that is possible 
to obtain in the manufacture of steam and hot water heating 


apparatus—the product of half a century’s experience com- 
bined with the best grades of material and mechanical skill. 


Gurney Boilers are unsur- 
passed for efficiency, dura- 
bility, economy in fuel con- 
sumption, and ease of opera- 
tion — the four most impor- 
tant points to be considered 
when selecting heating appa- 
ratus. Specify a Gurney 
when building or remodeling 
your old heating plant and join 
the ranks of thousands of satis- 
fied Gurney users in all parts 
of the country. 


No matter what your re- 
quirements are you will find a 
Gurney Boiler to fit the case. 


Made in all sizes for steam or hot water heating for schools, 
churches, public buildings, apartment houses, residences, 
greenhouses, stores, etc. 


A postal will bring you complete catalog and information. 


—— THE RELIABLE } ; 
7 “Gurney Aly) 


GURNEY HEATER MFG COMPANY. 
BOSTON, MASS. 


NEW YORK PHILADELPHIA WASHINGTON RICHMOND 


CHAMBER CAAMBER 
2-6" + ID) 


575 fW Gowns SECOND Fia@r PLAN ~--- 


PORCH 
EATRY AGS 
KITCAEN 
1313 
OUTUeS a 
Beer ful te 
{! {i \! il mM q A 1 i a 1d ty » 
Pe Mieme te me ett os tie hee, =I Cee aire Sy me Ue co 
te ib it Rig Ie Si Sanesptemssier ee tty ati tia eens 
eats i Ne sige tye vir Ties ah he Fie hoe ale tat 
He 1 { Ni Ave dee te | ' i ih ae t Ip, 1 er 
1 | ! 1 te i i 
o |e oh  ILIWING Rem |] Wi (DIAING Raa if 
1 L i 1 , " 1 at x FE 
Po me Heian Mi WU tigi atowee th 
ORC MIN Tae re utls A Cte MeN SI aye Sn 
a seg, ne Tee at fi) US A oe a 
[Crohiht mein Patti (ieaeat ieee gat ie Le AL ile SS aM e. bh a 
dont alee giant i ee Ste MU ee IE sy 
Rescate 10, api eoettnesiaT cate ry aeiTigts te mei anne! an a or ea 
(ee bane td fe ES Ce sh 
Piazza 
575 £HCOWING | Fiest Fiaoe PLAN 


No. 575. This is a design for a country residence 
of the bungalow type or may be used for a summer 
home. The living room and dining room, with the 
beam ceiling and large front piazza, make it particu- 
larly attractive. The servants’ chambers are reached 
from the kitchen without entering the main portion 
of the house. The main ground floor is 55 feet front 
and 20 feet deep exclusive of ell and piazza. Piazza 
is 12 feet wide across front and one end. Plans show 
cellar 7 feet 6 inches, first story 8 feet 6 inches, 
second story 8 feet 6 inches. Outside walls are 
cement stucco with pebble dash finish. 


One Set of Plans and Specifications, $30.00 
Two Sets of Plans and Specifications, 35.00 


FREDERICK H. GOWING, 
Architect, Boston, Mass. 
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No. 971. This is a very attractive bungalow cottage with three rooms and large reception 
hall on the first floor and two chambers and bath on the second. There is a large brick fireplace 
in the living room with an outside chimney. There are soapstone laundry trays and sink in the 
kitchen. The bathroom fittings are white porcelain enameled. All water pipes are nickel-plated 
brass. The outside dimensions are 26 feet front and 32 feet deep including the piazza. ‘ie 
plans show the cellar 7 feet 6 inches. The first story is framed 8 feet 6 inches, and the second 


story 8 feet high. 


One Set of Plans and Specifications, $12.00 FREDERICK H. GOWING, 
Two Sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 


TRASK COMFORT 
ONE-PIPE HEATER 


HEN you wish an effi- 

cient first-quality, ec- 
onomical heating apparatus 
at a reasonable price, de- 
signed especially for condi- 
tions in your own house 


Call 


TRASK HEATING 
COMPANY 


Trask Comfort One-Pipe Heater 


Specialists in Installation of Residential Heating 
Apparatus Since 1885 


4 Merrimac Street, Haymarket Square, Boston 


Tel., Haymarket 144 


ona Colonial 

design front 
“\ door em- 
phasizes 
the archi- 
tecture, 
also your 
hospitality, 
to the right sort of 
people. The other 
sort will not use it. 


The chief difference 
in expense is not of 
design, as whether 
cast or wrought, and 
whether of brass or 
steel, but you can’t 
tell the difference— 
let ourmenshow you. 


Wecan suit the times 
and conditions re- 
garding cost of finish- 
ing hardware. Bring 
in your plans and 
talk the matter over 
with one of our ex- 
perts on 


RUSSWIN Builder’s Hardware 


We can fit out your house with everything in the metal 
line — Bathroom Fittings, Brass Fire Sets and Andirons. 
Wardrobe Fittings, Lawn and Garden Supplies, Auto 


Supplies, Garage Hardware. 


CHANDLER & BARBER CO. 


124 SUMMER ST. (nearly opp. South St.) BOSTON 


YOU WILL NEED VA EISLASIEE Tralee 


A Wood Mantel for the Contractor for All Kinds of Mason Work 
fireplace in the new 
house. We have them 
on hand, and make to 
order from architect’s 
detail. 


Interior and Exterior Finish; Piazza Columns 
and Balusters; Stair Posts, Rails, and Balusters; 
Medicine Cabinets and General Trim. 


OUTSIDE PLASTERING 
OR STUCCO WORK 
A SPECIALTY 


Estimates Cheerfully 
Furnished 


Quincy 69, Mass. 
86 Greenleaf Street 


J. W. BAILEY & SONS CO. 
14 HAYMARKET SQUARE ::_ —::_~—- BOSTON, MASS. 


GEO. G. PARLEE. FRANK E. WAYNE. | ? " 


ESTABLISHED 1864 


OFFERS THE HOME BUILDER 
REMARKABLE SAVINGS ON 


Curtains Shades 


Wall Paper Rugs 
and Linoleums 


TEL. CONNECTION. 


90 Tremont Street Boston, Mass. 
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No. 750. This is a very attractive nine-room cottage home, with a rubble stone piazza foun- 
dation, and a large living room with fireplace and beam ceiling. There is a pretty open balcony 
on the second floor which can be used for an outside sleeping room if desired. Outside dimensions 
are 28 feet front by 38 feet deep. Plans show the cellar 7 feet 6 inches deep. First story is framed 
9 feet, second story 8 feet 6 inches. 


One Set of Plans and Specifications, $12.00 FREDERICK H. GOWING, 
Two Sets of Plans and Specifications, 15.00 Architect, Boston, Mass. 
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No. 1138. This is a very attractive colonial home, with eight good finished rooms with large 
closets, and an attractive living room with wide brick fireplace and beamed ceiling. The laundry 
trays and sink are placed in the kitchen, but can be set in the basement in a separate laundry if 
desired. There is a lavatory in the alcove in the hall and a box seat at the side of the stairs, with 
a pergola or open piazza at the side, opening from the living room; this can be made with a 
finished roof if preferred. There is a large pantry and entry for refrigerator. The plans show 
4 broad china closet in the dining room with drawers and glass doors. The outside dimensions 
are 40 feet front and 26 feet deep. The cellar is finished 7 feet deep. The first story is framed 
8 feet 6 inches, the second story 8 feet. 


One set of Plans and Specifications, $15.00 FREDERICK H. GOWING, 
Two sets of Plans and Specifications, 18.00 Architect, Boston, Mass. 
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